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In Wall Street Riot 
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Republicans Ignore 
Prohibition Issue 


And Run on Tariff 


ITALIAN FLIER 


OVER ATLANTIC 
Double 


Party Expects Dissension 


in Democratic Ranks, 


Fanned by Fanatical 
Drys, To Elect Hoover. 


FAT PAY ROLLS 
IS G. 0. P. WAR CRY 


Only Aid for Farmer Is 


of Industrial 
No 


Ability 
Workers To Pay; 
Help in Legislation. 


Shicago, July 3.—(United News.)— 
Harmony will prevail within the re- 
publican ranks, the profective tariff 
and not the prohibition question will 
be the issue, and the republican party 
will be successful in the November 
election, Dr. Hubert C. Work, repub- 
lican chairman, declared in an mter- 
view tuJay. 

Dr. ‘York arrived here today from 
Superior, Wis., where Monday he 
handed his resignation as secretary of 
the interior to President Coolidge. He 
spent several hours in conference with 
Illinois political leaders and departed 
late Monday for Washington. 

“This campaign will be waged on 
the protective tariff and its benefits,” 
Work said. “The voters will cast 
their ballots to protect the American 
pay roll which is the greatest of any 
in the world. The protective tariff 


will protect the wages of the American 
working man in the mines, mills and 
fields. He then will have mouey to 
buy the products of the farm.” 

Pay Roll Is Issue. 

The prohibition question will not 
be an‘issue in the opinion of the new 
republican committee chairman. “The 
worker will vote to protect his pay 
roll,” he said. 

The sentiment of the Illinois repub- 
lican leaders here today, including 
United States Senator Charles S. 
Deneen, head of the Deneen-lLowden 
faction; Koy O. West, national com- 
mitteeman; State Auditor Oscar Nel- 
son, Lieutenant Governor Fred E. 
Sterling, and others, was that the re- 
publicans would gain more votes than 
they woukl lose over the wet and dry 
issue. 

Returning to the farm question and 
the possible reaction of the thiddle 
western farmers to the failure of the 
republican party to indorse the Mc- 
Nary-Hangen equalization fee princi 
of relief, “Work said the result was 
merely a matter of conjecture. 

“It is difficult for me to believe,” 
the secretary said, “that the farmer 
is in such distress with good steers 
selling at $18, wool at 35 cents, wheat 
at $1.47 and hogs and other products 
equally as high. 


No Subsidy for Farms. 


“T was informed today that manu- 
facturers of farm machinery say their 
output is greater than ever before and 
bringing good prices. Evidently the 
farmer is buying other equipment as 
well as automobiles, 

“There is no doubt in my mind that 

an adjustment should be made in 
labor both off and on the farm, but 
in my opinion, it cannot be accom- 
plished by subsidies, and I believe the 
sensible farmer does not want it that 
way. 
Krom all outward appearances, the 
conferences here today were amiabie 
and welded the Illinois republicans 
into a spirit of unity. 

“All we need to do,” Secretary Work 
said, “is to sit back peacefully while 
the democrats settle their differences. 
The democrats are fighting among 
themselyes and the internal trouble 
will keep them busy.” 


No Republican Bolt. 


Senator Deneen, whose faction of 
the republican party defeated the 
Thompson-Small-Crowe forces in the 
bitter April primary, also said he ex- 
= a harmonious campaign this 
all. 

“We have never been an organiza- 
tion to bolt,” the senator told the 
United News. “We will go right along 
with the ticket and as far as I know 
the whole republican organization in 
the state will do likewise. Illinois 
normally rolls up a big republican ma- 
jority and we are looking for a simi- 
lar result as in 1924 when Coolidge 
carried the state by 900,000.” 

Republican state candidates 
leaders will meet here next 
te shape the fall campaign. Senator 
Deneen said he expected to “take the 
stump” and work actively in the cam- 
paign but he had not arranged his 
itinerary. 


PRE-CELEBRATION 
OF FOURTH GIVES 
PEACHTREE THRILL 


Beginning of a gang war—similar 
to those now rocking New York and 
Chicago—was visioned in Atlanta 
about "10 o'clock Tuesday night when 
a pre-celebration of the Fourth pro- 
vided thrills for theatergoers on Peach- 
tree street. 


and 
Monday 


in, 


GRIOP. CONFIDENT 
SMTH WILL WIN 
PRESIDENCY RAGE 


New York Governor Will 
Enforce Prohibition, 
With No Change in 
Law, Georgian Avers. 


Americus, Ga., July 3.—(Special.) 
Governor Al Smith, of New York, al- 
most certainly will be elected presi- 
dent of the United States in the No- 
vember election, according to Judge 
Charles R. Crisp, of Americus. Not- 
withstanding the seeming certainty of 
Smith’s election, Judge Crisp predicts 
there will be no modification of the 
Volstead prohibition act, nor will 
there be any lessening of prohibition 
enforcement activities. 

Judge Crisp has just returned to 
his home in Americus after attending 
the national democratic convention in 
Houston, where he presented the name 
of Senator Walter F. George, of Geor- 
gia, as a candidate for the presiden- 
tirl nomination. 

“It is gratifying,” said Judge Crisp 
today, “that Senator George was re- 
moved from the favorite son class in 
the Houston convention. Members 
of the delegations from Florida, Al- 
abama and West Virginia joined with 
the Georgia delegation in casting their 
votes for Senator George as the par- 
ty’s standard bearer, and Senator 
George received the second largest vote 
cast for any candidate before the con- 
vention. 

“The Smith sentiment was over- 
whelming at Houston, but notwith- 
standing this the New York delegation 
was extremely courteous and exercised 
the utmost fairness ia handling every 
discussion before the convention. No 
steamroller methods were used at any 
time to promote Governor Smith’s 
nomination, although the Smith forces 
were in full command. 

“It is my firm opinion, after a care- 
ful survey of the political situation 
throughout the nation at this ‘time, 
that Governor Smith will be the next 
president of the United States. No6t- 
withstanding this, and his expressed 
desire for a modification of existing 
prohibition laws, in my opinion, there 
will be no change made in the Vol- 
stead act, nor will prohibition enforce- 
ment activities be modified in the least 
as a result of Governor Smith’s elec- 
tion.” 


LUMBER CONCERNS 
ATTAUK STATE TAX 


|Three Macon Companies 


Ask Injunction Against 
Tax Supporting Georgia 
Forestry Department. 


Macon, Ga., July 3.—(/)—Judze 
Malcolm D. Jones, of Bibb superior 
court, this afternoon took under ad- 
visement a petition for interlocutory 
injunction brought by three Macon 
lumber companies in which they at- 
tacked the validity of the general tax 
act of 1927, claiming section 66, di- 
rectly affecting them, to be illegal be- 
cause of its “vagueness and uncertain- 
ty.” Judge Jones did not indicate 
when he would hand down a decision. 

The petition was brought by the 
Case-Fowler company, the Massey and 
Felton Lumber company and the Jef- 
freys-McElhrath- Manufacturing com- 
pany, and seeks to destroy a law which 
provides more than $250,000 annually 
for the maintenance of the state de- 
partment of forestry, created by appro- 
priations to be derived from the lum- 
ber dealers’ occupation tax. The tax 
as provided in the act ranges from $10 
to $100 annually, according to the 
population of the city “in or near’’ 
which the dealer is located. 

The petitioning lumber men, in pre- 
senting their argument here, hinged 
their case on the distinction between 
the phrase “manufacturer of lumber” 
and the phrase “dealer in lumber.” 
Under the section being attacked as in- 
valid, 


manufacturers of lumber, com-! jected | 
/ wrecked off North East Land, 


IN PARTY SANK 


National Committeeman 
Says Candidates Must 
Support Smith or Turn 
Openly Republican. 


ADAMS APPLIES 
FEALTY TESTS 


Two Who Are Seeking 


Democratic Office Balk 
and State Committee Is 
Called To Meet. 


Dallas, July 3.—(#)—A movement 
to read out of the party organizacion 
in Texas democrats who :efuse to 
support Governor Alfred E. Smith for 
president was begun today by Jed 
C. Adams, democratic national <om 
mitteeman. 

Mr.. Adams announced he had re- 
qested a meeting of the democratic 
state executive committee for the pur- 
pose of placing the party machinery 
in the state solely in the hands ofl 
workers who are wholeheartedly in 
sympathy with the democratic nomi- 
nees and the party platform. 

Those who declined to support Gov- 
ernor Smitb would find themselves in 
the republican camp, he asserted, add- 
ing that the only division in ‘Texas 
with respect to national politics this 
year would be between the democratic 
and republican parties. 

Support Refused. 

The national committeeman’s state- 
ment followed the announcement by 
two candidates for the democratic 
nomination for state offices in the 


primary this month that they would 
not support Governor Smith because 
of his views on prohibition. Another 
democratic candidate for state office 
had declared his belief that entrants 
in the democratic primary could bolt 
the ticket in November on national 
candidates without violating primary 
pledges to support the party nomi- 
nees. 

In contrast, Governor Dan Muoody 
n ary leader, has announced that he 
wouid have nothing to do with the 
conference of southern democrats cail- 
ed to meet at Asheville, N. C., for the 
purpose of organizing opposition to 
the Smith candidacy. ‘While we didn’t 
get exactly what we wanted at the 
convention,” Governor Muvoody eaid, 
“the platform declares for the en- 
forcement of prohibition and that’s 
the main thing.” 


Love to Oppose Smith. 


Thomas B. Love, candidate for the 
democratic nomination for lieutenant 
governor and former national com- 
mitteeman, announced yesterday that 
he would not vote for Smith, but said 
he had not yet decided for whom his 
vote would be cast. 

Likewise, Mrs. Edith Wi/mans, as- 
pirant for the democratic gubernato- 
rial nomination, declared she would 
not vote for the New York governor. 
Love said his conscience would not 
let him “vote to put a sachem of 'T'am- 
many Hall in the white house even 
if there was no liquor question 1n- 
volved,” while Mrs. Wilmans declared 
“it would be better for the demo- 
cratic party to fail’ than to elect 
Smith. 

W. FE. Hawkins, former member of 
the state supreme court and candidate 
for the democratic gubernatorial nom 
ination, took the attitude today that 
the heads of the national ticket are 
not invelved in this month’s Texas pri- 
mary and that therefore voters and 
state candidates are not morally bound 
to cast their hallots for the nationa! 
standard bearers in November. 

Fight Battles Inside. 

Mr. Adams declared on the - other 
hand that “loyal democrats have nev- 
er demanded that the party agree 
with them in all their ideas of govern- 


Continued on Page 3, Column 3. 


GENERAL NOBILE 
JS SERIOUSLY IL 


Doctors Insist Feverish 
Leader Remdin in Bed; 
Long Sojourn on Floe 
Blamed for Sickness. 


(Copyright, 1928, by The Associated Press.) 
Kings Bay, Spitzbergen, July 3.— 

(P)—General Umberto Nobile, recently 

rescued by a Swedish aviator 

Di Milano, is seriously ill. 

The exposure to which: he was sub- 


after the dirigible Italia was ' 
where | 


and | 
brought back to the base ship, Citta | 


Picnics, Politics, Pie Eating 


SMTH MAY OPEN 
SOUTHERN BUREAU 


INCAPITAL CITY 


Democratic Campaign To 


Be Directed From Four 
or Five Cities; Atlanta 
Favored in South. 


New York, July 3.—(4)—The demo- 
cratic presidential campaign will be 
conducted through four or five regional 
centers closely linked with national 
headquarters at Washington, party 
leaders said today. 

Although official indorsement of the 
plan must await the meeting of the 
democratic national committee here 
on July 11, the idea of dividing the 
country into sections with a regional 
headquarters for each is to have the 
approval of Governor Alfred E. Smith, 
presidential nominee. 

The headquarters of the governor’s 
pre-convention campaign in New York 


will be the central bureau for the 
eastern division, which will include 
the states east of Ohio and north of 
Maryland. There will be a_ mid- 
western headquarters in Chicago, a 
southern headquarters in either At- 
lanta, Ga., of Mobile, Ala., and a 
western headquarters in Denver. If 
further subdivison js decided upon Bos- 
ton would be made the headquarters 
for New England and a Pacific coast 
bureau established at Los Angeles. 
Governor Smith today called Sen- 
ator Pittman, of Nevada, at Wash- 
ington and asked him to come to AIl- 
bany for the week-end to discuss the 
program for the governor's official 
notification of his nomination, 


GULLIERS EDITOR 
PRAIDES AL SMT 


Outstanding Ability and 
High Character Won 
Him Nomination; Drys 
Keep Up Attacks. 


New York, July 3.—(United News.) 
Governor Alfred EK. Smith’s fighting 
courage will carry him into the presi- 
dency of the United States, Dr. Henry 
Moskowitz, Liographer of the demo- 
cratic nominee, said here tonight in a 
radio talk sponsored by the National 
League of Women Voters. 

“His naturalness, his kindness, his 
sincerity and synthesized in a person- 
al magnetism which. gets not mere 
obedience but a flaming love and a 
fighting loyalty. ‘These qualities have 
made him a dangerous campaigner,” 
said Moskowitz. 

“He is no ordinary candidate for 
the presidency. He is a symbol] to 
millions in the nation of fundamental 
American principles less’ transient 
than the term of an office even as 
great as the presidency of the United 
States.” 

William IL. 


Continued on Page 3, Column 7. 


VANDERBILT, JR., 
MARRIES FORMER 
WIFE OF BROKER 


Reno, Nev., July 3.—(#/)—Cornelius 
Vanderbilt, Jr., and Mrs. Mary Wier 
Logan, divorced wife of Waldo Han- 
cock Logan, Chicago and Los Angeles 
brokerage agent, were married here 
this afternoon, by Rev. William Moll 
Case, pastor of the Federated church. 

The ceremony was witnessed by 
former Governor James G. Scrugham, 
of Nevada, a personal friend of Van- 
derbilt’s, and G. Gordon Battle, promi- 
nent New Yorker. 

Mrs. Logan was divorced this after- 
noon from her husband, whom she 
charged with extreme cruelty. Shortly 
after the decree was granted, she and 
Vanderbilt applied for a marriage li- 
cense, 

Mr. and Mrs. Vanderbilt will spend 
a short honeymoon at Tahoe Tavern, 
Lake Tahoe, and will then go to New 


Chenery, editor of Col- 


| York. 


1 patrelmen 


Anti-Imperalist 
Stages Demonstration 
Outside J. P. Morgan 
Offices in Gotham. 


POLICE ARREST 16 
DURING OUTBREAA 


League 


ON LONG FLIGHT 


Take Off From Native 
Land in Attempt To 
Cross Ocean to Brazil; 
First Time Attempted. 


JUMP IS 4,635 


MILES OVER SEA 


| 


GANGSTER TAKEN 
FOR RIDE AS FIRS 
REVENGE OF VALE 


Robert Minor, Socialist; Favorable Weather Is Re-| Body of Gotham Crime 


Editor, Is Also Jailed 
During Speech; Noted 
Radicals’ Backer Held. 


New York, July 3.—(#)—An at- 
tempted demonstration in front of 
the Wall street offices of J. P. Mor- 
gan today landed 16 men and women 
in jail. 

Several hundred members of the 
“All American Anti-Imperialist 
league” gathered with unfurled ban- 
ners in the financial district at the 
noon hour when thousands of stenog- 
raphers and clerks filled the streets. A 
special detail of 44 deterctives and 
patrolmen were waiting for them. 


John Dos Passos, novelist and 
picket at Boston in the Sacco-Vanzetti 
demonstrations, slipped across the 


street and mounted the top of a park- 
ed sedan. ‘Ladies and gentlemen,” he 
shouted, but he got no further, for 
strong policehands grabbed his feet. 


Robert Minor, editor of “The Daily 
Worker,” a socialist organ, leaped to 
the top of the car, but he suffered the 
same fate after crying out. “Fellow 
workers, we—”’ 

Harry Gannes, secretary of the 
league that sponsored the demonstra- 
tiow, was telling a group of friends 
what he had intended to say when the 
police arrested him. 

In the excitement the Rev. J. J. D. 
Hall, an elderly Episcopal minister 
who holds’ daily services in Wall 
street, lost his “congregation.” 

Several young women demonstrators 
who ignored police orders to move 
along were taken into custody with 
their leaders. On the way to the po- 
lice station they protested vigorously. 


Protesters Nabbed. 


Win friends and sympathizers 
gathered in front of the police station 
te protest their comrades’ arrest the 
dashed out again and 
brought in a few more priseuers, mak- 
ing 16 in all. 

The banners. and placards, which 
the police destroyed, read: “Make it 
an independent day for Porto Rico 
and the Philippines,” “Millions of un- 
employed while the funds of the Unit- 
ed States go for the conquest in Nica- 
ragua,’ “Down with the Boy Scouts 
supported by Wall street,’ “Defeat 
Wall street’s war against Nicaragua” 
and “Why not relieve the farmer in- 
stead of the banker?” 

Among the prisoners was Mrs. Kate 
Gitlow, mother of Ben Gitlow, work- 
ers’ party candidate for vice president 
of the United States. Mrs. Gitlow 
is head of the Union of Working Class 
Housewives. Others arrested were 
Max Schachtman, editor of “The La- 
bor Defender ;” Jeorge Powers, secre- 
tary of the’ Architectural Iron Work- 
ers’ Union; Philip Frankfeld, of the 
Young Workers’ league: Harriet Sil- 
verman, secretary of the New York 
Anti-Imperialist league. Miss Silver- 
man received a cut over the eye in the 
melee. 

One of the prisoners, Nathan Kap- 
lan, 26, a furrier was charged with 
felonious assault. A i patrolman 
charged Kaplan bit his finger. The 
others were charged with disorderly 
conduct. One 15-year-old 
strator, who in vigorous language ad- 


dressed a policeman, will be arraigned | 


in children’s court. 

Office employees in the J. P. Mor- 
gan offices said that those officials 
of the firm who were not in Europe 
and Newport sat in their offices un- 
aware of the excitement. 


JEWELRY VALUED 
AT $10,000 SEIZED 
IN ATLANTA HOTEL 


Jewelry valued at $10.000, said to 
have been stolen from a Chicago man, 
was seized by Atlanta detectives Tues- 
day, and an effort now is being made 
to find the man charged with the 
theft. 

The loot was discovered in the pos- 
session of a woman, living at a local 
hotel. When the detectives appeared 
on the screen she willingly surrendered 
the jewelry and gave them the name 
of the man who gave it to her, officers 
stated. 

The woman in the case has not been 
arrested and officers have been unable 
to locate the man. The raid was made 
by Detectives A. J. Stone and H. T. 
Brown. They were aided by Pinkerton 
men. 


HURRAH FOR GLORIOUS FOURTH OF JULY 


demon- | 


ported; Land Will Be in 
Sight Until After Gi- 
braltar Is Passed. 


Rome, July 5.—@)—A new attempt 
to span the South Atlantic in a sin- 
gle flight from mainland to mainland 
started today when the Italian avia- 
tors, Captain Arturo Ferrarin and 
Major Carlo P. Delprete, hopped off 
from Montecelio flying field at 7:51 
p. m. with the hepe of reaching Per- 
nambuco, Brazil, witlrout descent. 

Already holders of the world’s dura- 
tion flight record, they expected. to 
break the long distance record set by 
Chamberlain and Levine last year. 
The distance from Montecelio field to 
Pernambuco is approximately 7,500 
kilometers, or about 4,635 miles, 

Weather Favorable. 

Favorable weather conditions were 
reported today along virtually the en- 
tire route which will carry the avi- 
ators through the Strait of Gibraltar, 
past the Cape Verde islands and the 
Island of San Fernando do Norohna 
to the coast of Brazil. The aviators 
calculated that their plane should be 
slightly beyond Gibraltar by dawn 
Wednesday and would reach the vi- 
cinity of the Cape Verde islands by 
twilight of the same day. Thus the 
central portion of the Atlantic cross- 
ing should be accomplished at night. 
They expected to reach their destina- 
tion soon after dawn Thursday. 

Durable Machine. 

The plane in which the two aviators 
hope to reach South America is the 
same in which they established the 
world endurance record. | ee 


equipped with a 550-horsepower Fiat 


motor and will have a cruising ra- 
dius, if all goes well, of about 65 
hours’ flight. It is equipped with a 
radio set which Major Delprete will 
operate. 

The south Atlantic has never been 
spanned by air from the mainland of 
Surope to the mainland of South 
America, although it has been crossed 
frequently trom Africa to South 
America, 

The first flight across the south 
Atlantic was made in 1922 by Cap- 
tain Carloc V. Gago Coutimho and 
Captain Arturo Da Cabral-Sacudura, 
Portugese fliers. 

Marred by Crash. 


Their trip was marred by an ac- 
cident when their plane was wrecked 
on landing at St. Paul's Rocks in mid 
ocean. They finished the flight in 
a new machine taken to them on a 
Portugese warship. 

Then followed a_ long 
crossings, all of them either 
ing at the Cape Verde islands or end- 
ing on the island of Fernando do 
Noronha off the coast of Brazil. Only 


series 


one flight has been made between the | 
mainland of Africa and the mainland | 


of South America. That was the trip 
last year of the French aviators, 
Dieudonne Cost and Joseph Le Brix, 
who flew from St. Louis, Senegal. 
to Port Natal, Brazil, a distance of 
2.150 miles in 19 hours. 

Others who have flown the south 
Atlantic are Commander Ramon 
Franco of Spain, Commander Fran- 
cesco de Pinedo of Itahy, Major Sar- 
mento Beires of Portugal and Cunha 
Braga and Joao Barros, Brazilians. 


BUSINESS ATLANTA 


CLOSED-FOR TODAY 


Fireworks, Races, Base- 
ball, Picnics, Band Con- 
certs Will Entertain 
Pleasure-Seeking Hordes 


With Acting Chief of Police A. La- 
mar Poole dictating through special 
orders that positively no cannon crack- 
ers are to be fired today, wary cili- 
zens, nevertheless, will keep an eye on 
small boys who sidle by, blithely 
whistling, now that the Fourth of 
July has arrived, bringing with it 


of | 


: 
start- | 


‘Proposed -Ordinance To 


Chief Lays in Silver 
Casket; New Slaying 
Causes Fear of War. 


New York, July 3.—( United News.) 
—While the body of Frank Uale, slain 
dictator of gangland, lay in its silver 
coffin, his pals took the first step to 
revenge their leader's death. 

James Senter, gangster, displayed 
incredible trust in his luck Monday 
night when he went for a ride with 
some of gangland’s best known char- 
acters. His bullet-riddled body was 
found in a vacant let this morning. 
the first victim of the revenge war 
which police had predicted and failed 
to halt. “ 

Taken for Ride. 

Senter was “taken for a ride” by 
friends of Uale, according to the best 
opinion of police, but just how offi- 
cials would act to prevent further 
violence was not divulged. As long 
as gangsters, who should know bet- 
ter, choose to make automobile ex- 
cursions with friends, the time-hon- 
ored custom of settling rivalries prob- 
ably will continue. 

Police believed Senter was closely 
conneeted with Uale’s rivals in dope 
running activities. He was arrested 
several years ago on a. narcotic 
charge. 

Death Car Found. 


The sedan in which four men crept 
up behind Uale’s automobile Sunday 
afternoon and fired the volley which 
ended his reign, was found today, but 
police have not announced any other 
clew to the murder. Shotguns and re 
volvers were found in the abandoned 
car. 

Uale—who wanted a fine funeral— 
wili be buried Thursday amid great 
pomp and display. The gangland ar 
mistice was scheduled to last until 
after hia funeral, but they found Sen 
ters body, broken and lifeless, in a 
vacant lot today. 

The automobile in which Uale's 
aSHassins rode was traced to Nash 
ville, Tenn.. according to police. It 
was a Nash model whic ‘h had been 
turned over to a Nashville dealer on 
February 19, 1926, and was later 
purchased by J. M. McGee, of 505 
Hekin street, Knoxville, Tenn. Police 
were investigating to determine if the 
machine had ever been stolen. 


MAY WIDEN SCOPE 
OF WAR ON SMOKE 


Compel Railroads To 
Electrify May Include 
Industrial Plants. 


Atlanta’s fight to curb the smoke 
nuisance in the inner fire limits may 
be broadened to includ# industrial and 
manufacturing plants, it developed 
Tuesday following a meeting of execu- 
tives of railroads operating into and 
from Atlanta at which a propused or- 


dinance to force the roads to electrify | 


engines in the zone was discussed for 
the first time since it was placed in 
the hands of the bridge committee of 
city council for a recommendation. 
Experts attending the session point- 
ed out that only about 10 ner ceni 


of the smoke emitted in the area is 
from engines which the railways op- 
erate and that about 90 per cent or: 
the objectionable. smoke is froni in- 
dustrial and manufacturing plants lo- 
cated in the vicinity. 

Alderman W. Guy Dobbs, chair- 
man of the bridge committee of city 
council, declared that if investiga- 
tion showed that other industries «are 
responsible or contribute to a marked 
degree in perpetrating the nuisance, 
he will ask the committee to recom- 
mend a supplementary ordinance re- 
quiring owners of such plants to reno- 
vate their establishments with a view 


Continued on Page 3, Column 1 


DRAINAGE DITCH 
CAVE-IN FATAL 
TO BUFORD MAN 


urderer 


cokvicted Slayer of 
Mother and Her Infant 
Must Die in Electrig 
Chair Friday. : 


HAMMOND IS SANE, 
GOVERNOR STATES” 


Several Examinations Are 
Made in Order To Deters | 
mine Mental Condition — 
of Slayer. 


The deadly electric current at the 
state prison at Milledgeville will 
snuff out the life of Harold Ham- 
mond, convicted double murderer of © 
Fulton county, somewhere close to 
noon Friday. Governor L. G. Hard- 
man Tuesday afternoon declined to 
grant a commutation of the death sen- 
tence and also refused to give the 
condemned man a respite. 

This decisive action of the governor 
placed Hammond in the custody of 
his executioners at Milledgeville, as 
this was his last legal chance to es-— 
cape death at the hand of the law in 
expiation of his crime of more than 
a year ago when he killed Mrs. Lottie 
Bell Ingram and her infant child, ac- 
cording to a verdict of a jury of his 
peers. 

In reaching its final phases the case 
assumed one of the oddest conditions 
that ever developed in a capital case 
in Georgia. The final plea for the 
prisoner was presented to the gover- 
nor by a lawyer who was brought un- 
der guard from the Fulton county pris- 
on to make the appeal for his client. 
The wife and eight-year-old child of 
Hammond listened stoically to the 
pleas made in behalf of the husband 
and father. Attorneys for the con- 
demned man abandoned at the last mo- 
ment pleas based on the ground that 
the prisoner is insane and claimed they 
should at least receive a respite on 
the contention that their client is en- 
tirely innocent of the charze. 

Made Several Examinations, 

Governor Hardman stated. Tuesday 
afternoon that in reaching bis decision 
he had madé sevéra] examinations of 
Hammond in an effort to determine 
his mental condition. He said he 
found that Hammond is entirely sane 
and that two other reputable physi- 
cians whose names he did not desire 
to make public agreed with”him thie 
Hammond is sane. 

“This left the case where a jury had 
passed on the facts, the supreme court 
and other courts had passed on the 
law and there was no course I could 
follow but to let the law’ take its 
course,” the governor said. 

The lawyer brought urcder guard to 
the governor's office was Carl Lancas- 
ter, recently given a sentence of from 
10 to 20 years following his conviction 
on a charge of a criminal attack, Lan- 
caster originally was Hammond's law- 
ver and represented him up to the 
time he himself was brought to trial 
on a criminal charge. The court later 
appointed Thomas J. Lewis, well-. 
known Atlanta lawyer, to handle 
Hammond's case and Lancaster and 
Lewis joined in submitting — their 
final and strongest plea to the gover- 
— in their last ditch battle for his 


ay hile the lawyers were making 
their lengthy plea the prisoner him- 
self was. placed in an automobile and 


Continued on Page 3, Column 3. 


The Weather 


GENERALLY FAIR. 


Washington—Forecast : 
Georgia—Generally fair Wednesday 
and Thursday. 


Local Weather Report. 
Highest temperature . 
Lowest temperature 
Mean temperature , 
Normal temperature 
Rainfall in past 12 hours, 
Excess since Ist of month, 
Excess since Jan. 1, in. 
Total rainfall since Jan. 1, in 


in. 
in. 


Dry temperature 
Wet bulb 
Relative humidity 


63 


Reports of Weather Bureau Stations. 
STATIONS iTemperatare| Rain 
AND STATE OF 112 bre 
WEATHER } High th Ine. 


ATLANTA, clear 
Augusta, clear .... 
Birmingham, clear ces. =. | 
Boston, ¢ 2 | gi 
Buffalo, 
Charleston, 
Chicago, Bi : . ; | 
Denver, | 


som! 


monly known as saw millers, are ex- closed doors for practically every form 
of business in the city. 
Banks, the city hall, the courthouse, ' 
and practically every merchant of the) W. 
city will. celebrate the occasion by 


locking up shop. The federal build- 


Des Moines, clear 
Galveston, clear . $F 
Hatteras, past cloudy . 
Harre, part cloudy 
Jacksonville, pt. clidy..| 
Kansas City, clear ... 
Memphis, clear 
Miami, cloudy 

Mobile, cloudy 


When the rattle and crash and the 
blare and flare of the explosion had 
subsided, police were looking for an 
automobile carrying five young men, 
and John Kirk, operator of a fire- 
works stand, was wondering who was 
zoing to pay his losses. 


empt fr ¥ ak thet TI | five of his companions and his own 
pS SFO Payment Of the tax. ©) rescuer still are marooned, has had | 


three local concerns claim to be manu-'a serious effect. He has not recup- 

facturers, or saw millers, and not | erated and yesterday fever set in. | 
“dealers in lumber products.” On the} Physicians insisted sae that he be | 
other hand, the state contends that the | kept in bed and perfectly quiet. 


Peanuts, Putouts Vie Today 


BY PAUL STEVENSON. 
Biff, bing, bang—the_ glorious 


Buford, Ga., July 3.—(Special.)— 

A. Youngblood, of Forsyth county, 
was killed here this afternoon when a 
drainage ditch in which he was work- 
ing caved in. The ditch was about 22 


'nledge” hot dogs and hamburgers. 


} 7 . ‘ ; 
The explorer’s long sojourn on the | ‘Taking up another issue in the cam: 


It all started when the auto, which 
carried an Alabama license, drove up 
to the stand, located on Luckie and 
Peachtree streets, and one of the oc- 
cupants began talking to one of Kirk’s 
clerks. 


While they were talking one of the 


autoists is said to have tossed a light- 


ed firecracker into the stand, and im- 
eneseaepcem Peachtree was given all the 


appearance of a small battlefield. 


While the excitement was at its height 
No one was 
injured. Kirk estimated his loss at 


the auto disappeared. 


Macon companies do “deal in lumber,” 

because often when they have not 
enough of their own manufactured 
product to fill an order they will sup- 


plement the order with the products of 
another manufacturer. 

The Macon corporations, too, ad- 
varce the argument that the section is 
in violation of the constitution of the 
state, which says that taxes must be 
uniform on the same class of business. 
They set forth that the lumbermen’s 


bey is graduated according to the size 
of the city near which it is located. 


ice is said to have been trying on his | 


nerves. 
Worries Constantly. 

He is ill, worn very thin and wor- 
ries constantly about the missing mem- 
bers of the expedition, and also about 
Roald Amundsen and the five other 
men on the French seaplane which 
has not been heard from since it 
hopped off from the Norwegian coast 
to aid in the search for Nobile sur- 
vivors. 

In an interview yesterday, Nobile 


Continued on Page 3, Column 6. 


Fourth of July is here. 

Orations and perorations, picnics 
and pie eating, fire crackers and fizz 
water, jazz bands and jamborees. “Oh, 
say can you see—” double-headers 


and home runs, strikeouts and put-: 


outs, pop bottles and peanuts. “Kill 
that cross-eyed umpire—.” 
The glorious Fourth. 


Band stands and boat rides. Div- 
ing girls and seashore sheiks. “Feller 
citizens in- asking your support I'll 


paign I charge— “baby carriages and 

go-carts. Greased poles, greased pigs, 

sack races and wheelbarrow pushers. 

The annual picnic of the big store. 

“Honey, you're the only girl I ever 
3 


The glorious Fourth. 

“Of the people, by the people and 
for the people shall not—.” Hurrah 
for our ede. Popeorn balls. Ice 
cream cones. White pants. Ants in 


ing and post office will remain open 
until noon. The capitol will be closed. 

Approximately 500 merchants, mem- 
bers of the Atlanta Retail Merchants’ 
association, will observe an all-day 
holiday, according to C. V. Hoben- 
stein, executive secretary of the organ- 
ization. Drug stores will remain 
open. 

With everybody closed.up, _ the 
crowds will overflow the city parks, 
swimming pools and Lakewood, where 
autoists will race in the day and the 


Continued on Page 3, Column 5. 
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: 


feet deep and Youngblood was cov- 
ered by at least ten feet of dirt. 
Rescuers reached the buried man at 
4:40, about 40 minutes after the ac- 
cident. The body was in a standing 


position, but life was extinct. Dr:} & 


J. C. Orr, who was present, adminis- 
tered adrenalin, without effect. He 
said that death had evidently resulted 
from crushing. 

Youngblood was unmarried. He is 
survived by his parents and one 
brother, all of Forsyth county. Fu- 
a arrangements will be anpounced 
oy 


Moutgomery, clear .... 
New Orleans, cloudy . 
New York, part cloudy. 
North Platte, cloudy... 

clear . 
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Tampa. cloudy sonosanal 
Toledo. leaf ..sccsce 


v ick 
Washington, eae eee se 


Meteorologist, 


| StBssersses 


on HERRMANN, 
Weather Bureau. 


Largest Circulation, Morning or Evening, of Any Daily Newspaper In 


tlanta 1 
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=| away, but he made te fione ¢ that ~ he 


im ‘s = ad out later a 
4 “decided until after t 


*. -The governor spent the day quietly 
swith members of his family ae 


a 
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Al 1 Smith ; in No Rush 


“TWO SPEECHES TODAY OF PATRIOTIC NATURE 


MToStartCampaignWork 
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York, July =. Getereer 
a sured Hi. Smith said today that he 
* in physical condition to start his 
for the presidency right 


Se 


: a 
an 


no intention of: being stampeded 
firing the opening guns prema- 


purely, 
aM “What's the use of starting the cam- 


a July 3?” he asked as report- 
n firing questions at him about 


t ES tegy to be employed by the 
| h forces. “I have nothing to say 


prot the campaign, Al! that will be 
nothing will be 
e meeting Of the 
ional eommittee ‘bas on July 11.” 


few 


even cutting his u = two 


: & Satery iews with reporters to one meet- 


| ing because he said he had no news 
to give out. 

“Do you expect your campaign will 
be a hard one?” he was asked at this 


one interview. 
“Certainly,” he replied, 
saw one that was easy.” 
Tomorrow the governor makes two! 
addresses, one at Tammany Hall and 
the other, in the evening, at city hall. 
These speeches will be entirely of a pa- 
triotic nature, the governor having de- 
cided to say nothing of political im- 
port prior to his formal acceptance of 
the nomination, probably early in Au- 


gust. 

On Thursday he will return to Al- 
bany, where he will occupy himself 
with state business until the meeting 
of the national committee, at which 
a chairman is to be selected and the 
general plan of campaign decided upon. 


“I never 


~ CLANS VICTORY 


Detroit, Mich., July 3.—(?)—Caleu- 
~+Aations of air line distances by the 
+ National Aeronautical association in 


Washington will be awaited to deter- 
~ Thine the winner of the 1928 James 


: 
: 
s 


Gordon Bennett international balloon 
race, it was announced late today at 
race headquarters here. 

With all 12 bags which started in 
the race reported safely landed, a re- 

_, check of unofficial figures on distances 

: traveled by the three leaders showed 

_ that they finished within 10 miles of 

each other, figured on an air line 
“basis from the starting point. 
Army Bag Winner. 

The revised unofficial figures gave 
*the race to the United States army 
‘balloon, with the French «balloon 
Blanchard, second, and the German 

~jbag, Barmen, third. 
«The unofficial figures, sanctioned by 


’ .Karl Betts, scorer, were: 

*_ Army balloon, piloted by Captain 
W. E. Kepner, landed at Kenbridge, 
-Va., 472 miles. 

< The Blanchard (France), Charles 
ecg pilot? landed at Walnut Cove, 


3. 465 miles. 

The Barmen (Germany), Hugh 
-Kaulen, Sr.. pilot, landed at Chase 
City, Va., 462 miles. 

First calculations had given the race 
.to the Blanchard by 15 miles with 


the army balloon second. 
Remain in U. S. 


‘It the army balloon is declared the 
winner by officials of the N. A. A.. 
the Gordon Bennett trophy will come 
‘permanently into the possession of the 
United States, it having been won in 


-, -1926 and again in 1927 by American 


balloonists. 

The last of the 12 bags accounted 
for was the German balloon Munster. 
reported today as having landed at 11 
p. m. Sunday in the top of a dead 

tree on the eastern slope of the Blue 
Ridge mountains, 25 miles from 
- Lynchburg. 

The balloonists, Ferdinand Eimer- 
“macher, pilot, and Karl Zech, aide. 
reached Lynchburg today. They said 
the balloon was caught in a heavy 
wind storm and dashed against the 
side of the mountain.  Eimermacher 
suffered a sprained ankle and a 
bruised arm and shoulder in a fall 
from the basket in attempting to reach 


JOHN D., 3RD, GETS 
GENEVA APPOINTMENT | 


Geneva, July 3.—(#)—John PD. 
Rockefeller, III, now a _ senior at 


Princeton university, is the American 
university student selected this year 
to lend a hand at the League of Na- 
tions in continuation of the practice 
of giving young Americans an oppor- 
tunity to observe international affairs 
during the summer months. 

Young Rockefeller will have the | 
rank of temporary member of the in- | 
formation section and his pripcipal | 
Nuty will be receiving the hundreds 
of Americans who visit the league} 
daily during tht summer. 

Last year the post was held by Wil- | 
liam Curtis Bok, granson of Cyrus | 
H. K. Curtis. 

Young Rockefeller first came to Ge- | 
neva a vear ago with Raymond Fos- 
dick, who came to negotiate about a 
donation of John D. Rockefeller, Jr., 
to the league library. He grew in- 
terested in the league and eagerly Ace | 
cepted an opportunity to work this | 
summer. 

Harvard university also contribufes 
a temporary student worker in the 
person of Harris Ward of Kansas | 
City. who will serve as secretary. of 
the Geneva institute of international 
relations and will collaborate with 
young Rockefeller in telling American 
visitors all about the league’s work. 


SENATOR ROBINSON | 
IS TO.BE NOTIFIED | 
AT HOT SPRINGS) 


Little Rock, Ark., July 3.—(#)— | 
Senator Joe T. Robin: on will be of-| 
ficially notified of his naminatiun for | 
vice president on the den:ocratic ticket | 
at ceremonies to be held at Hot! 
Springs at a date to be set by the’ 
democratic national committee at its| 
meeting in New York July 11, it was 
announced today. 

Senator Robinson will leave here 
for New York on July 9 to meet Gov- 
ernor Alfred E. Smith, the presiden- 
tial candidate, during the national] 
committee meeting. 


FIRE DESTROYS SIX 
PLANES AT CAPITAL 


Washington, July 3.—(?)—Fire to- 
day destroyed the hangars and six air- 
planes at Hoover field, Virginia, across 
the Potomac river from Washington. 
The plant was operated by Henry A. 
Berliner, who placed his loss at $60,- 
000. 


the the ground. 


36 Broad St., S. W. 


DIAMONDS 
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The Old Reliable Credit Jewelers—Largest in the oy 


DIAMOND IMPORTERS SELLING DIRECT TO THE PUBLIC 


Cash or 
Credit 


Cor. Broad and Alabama Sts. 
Entrance on the Corner 


WATCHES 


Include 


Beautiful 
Rings in 
white gold 
platinum, 
brilliant 
Diamonds. 


$2.50 a Week 


Solid 18-k white gold. 
white Diamonds and 
shapes. 15-jewel move- 


4 Sapphires. 


See Our Store Windows for Special Bargains 


rings modernized. 
ll,.WAlnut 3737, 


OUR STORE IS CLOSED ALL DAY TODAY, JULY. 4TH 


Weddi 


Expert watch repairin 
Phone 


write for catelog 374. 
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All Vacation Plans 


Wear jewelry on your vacation—look your best when 
meeting new people. Good jewelry wins instant notice 
and admiration for you—and gives you a comfortable 
feeling of importance. Get it from Loftis now before you 
start on your trip—pay on our easy credit plan after you 


Diamond 
Wedding Rings 


Wedding 
solid 


set 
blue white 


range from $22.50 up. 


Diamond Wrist Watch 


set with 4 genuine blue 
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Jewelry 


FLAPPER VOTE BILL 


PUBLIC UTI 
BREAK INTO SG 


Washington, July  3.—(?)-—Sonz 
was added to the list of mediums used 
by power utilities groups to expres: 
their viewpoint, with introduction to- 
day in the federal trade commission’s 
investigation of utilities publicity 
methods of a song book, compiled by 
the Wisconsin Utilities association, for 
use at their meetings. | 

Comprised of numerous parodies of 
familiar airs, the booklet was describ- 
ed by John N. Gadby, secretary of the 
association, as intended “for public | 
utility meetings.” Several of the dit- 
ties were read by Robert E. Healy, 
counsel for the commission, during 
examination of Gadby. 

One, marked to be sung to the tune 

“Yes, We Have No Bananas,” 


of 
read : 

“Yes, we've no excess profits, 

No overgrown surplus today, 

We've interest unceasing and taxes in- 
creasing, 

And all of the help to pay. 

We've an old-fashioned commission 

That holds rates down in precision, 

But ye’ we've no excess profits, 

No overgrown surplus today.” 

Other mediums brought out prev- 
iously in the investigation as used by 
the power utilities have included pam- 
phlets, radio, college courses, echool 
textbooks, moving pictures, editorials 
and amateur theatricals. 

Healy had earlier in the day 
brought out that a survey of civics 
textbooks used in Wisconsin schools 
bad been conducted by an association 
subcommittee, the report of which 
stressed that “points in connectiou 
with municipal ownersitip are miss- 
ing from all these texts.” The song 
book included a verse of this topic 
also, which read: 
“The bland politician 

ownership 
Of all water powers, but here is the 
slip, 


wants state 


He's 


had no experience—poor foolish 


| So his costs include only the genera- 


ation.” 

Regarding the textbook sur, 

Of all water powers, but here is the 
ship. 

Hes oa no experience—poor foolish 
one. 

So his costs include only the genera- 
tion. 

Regarding the textbook survey. 
Gadby wrote in May, 1926, to J. B. 
Sheridan, secretary of the Missouri 
committee on publicity utility infor-, 
mation, that “we have known for! 
sometime that your committee was the | 
first to get into this matter, and we 
; ave always made it clear that we 
were no discoveries but rather boost- 
ers. 

“The National Association of Rail- 
way and Utility commissioners are 
,very much interested,’” wrote Gadby, 
‘and I believe a national committee 
is doing a little but not much. Ip 
the meantime we are seeing 4hat 4% 
few goed texts are being published 
‘and getting a little sentiment develop- 
ed around the state for better rates. 


GETS ROYAL ASSENT 


j call in the former premier when the 


London, July 3.—(/)—Some 5,000,- 
entitled to vote for the first time. 


the franchise to women between the 
ages of 21 and 30, on the same terms 
as men, was given royal assent in the 
house of lords with prominent suffra- 
vists viewing the procedure from the 
strangers’ galleries. 

Two speed figures in the women’s 
suffrage cause were absent. One, 
Mrs. Emmeline Pankhurst. died a few 
weeks ago after the bill had passed the 
legislative stages and awaited only 
royal assent. 

The other, Dame Millicent Fawcett. 
arrived at the house of lords one min- 
ute too late, since the time of the fi- 
nal procedure had been advanced half 
an hour. She had been present in the 
house of commons 61 vears ago when 
the woman suffrage: fight was inau- 
gurated by John Stuart Mill, econo- 
mist, who moved the first woman suf- 
frage amendment. 


AL CAPONE SHOPS 
IN MIAMI AS GANG 
WAR BREAKS ANEW | 


Miami, Fla., July. 32.—(4)—While 
' Associated Press dispatches were ar- 
'riving in Miami this afternoon from 
Chicago to the effect that Windy City 
police suspected that “Scarface” Al 
Capone was directing gang warfare 
(there, Capone was in a downtown Mi- 
ami department store buying.a vacuum 
cleaner for use in his magnificent 
Palm Island home at Miami Beach, 
which be purchased recently. 
Capone declined to discuss reports 


“Thelma” 

Blue white 

Diamond 

Ring is ‘solid 
18-k white 
gold. 


$37.50 
18 -& 
and soli 

with 


Prices 


$1.00 a Week 
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Assorte| 


THE NEW ELGIN 
“LEGIONNAIRE” 


Very latest Elgin strap watch. 
Cased and timed at the fac- 
tory. Comes in a variety of 
styles, from 


$19 to $27.50 


$1.00 a Week 
COMMUNITY PLATE 
29 pieces in any desired pat- 
tern with the new “Colonial” 


Cabinet. $40 


$1.00 2 Week 
We also handle all patterns in 
1847 Rogers Silverware, 


Lowest prices. Call 
and salesman will cali, 


or 


from Chicago touching on alleged gang 
wars. “I am concerned only with fur- 
| hishing my home here for my wife 
‘and boy.” he said. “And I want it 
}to be as comfortable for them as a 
| home could be.” 


‘(FRENCH PRESIDENT 
REVIEWS EIGHTY 
WARSHIPS AT HAVRE 


Havre, France, July or a te 
Eighty warships, “the flower 
France’s reorganized fleet of half : 
million tons, were anchored in a dou- 
| ble file extending, six miles today for 
a presidential review. President 
Doumergue came here to inspect the 
ships and naval seaplanes and to wit- 
ness the sham battle at night by an 
illuminated fleet. 

The demonstration is being given to 
iattract the attention of France and 
i the world to the fact that the French 
| navy has heen modernized and is again 
isailing all the seas and to restore 
| French prestige abroad. 


| Stomach 
Out of Fix? 


Phone your druggist or grocer 
for a case of this delicious di- 
gestant—a giass with meals gives 
delightful relief, or no charge for 
the first dozen used. 


Shivar Ale 


Pure Digestive Aromatics With 
Shivar Mineral Water and Ginger 


Nothing like it for assisting old, 
worn-out stomachs to convert 
food into rich blood and sound 
flesh. 

Ask your dealer to get Phivar 
for you from the 

WHOLESALE DISTRIBUTORS: 
Athens. ar tes” ay 


Dalton, McCamey, Stone 
Griffin, @ritfin G 
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000 women in Great Britain now are | | of thie mai: tehem President Weedeow 


The flapper vote bill, which extends | 


i ROBBED OF JEWELRY 


TEARTPURCISES" 
OMAHA BEENEWS 


Omaha. July 3.—(4)—Sale of fhe 


Omalia Bee-News to William Ran- 
dolph Hearst- was announced today 
by Nelson B. Updike, publisher of 
the Omaha newspaper. 

Mr. Hearst will take possession and 
begin operation of the Bee-News Au- 
gust 1, Mr. Updike said. He also an- 
nounced that former Governor Henry 
J. Allen, of Kansas, publisher of the 
Wichita Beacon, will come to Omaha 
'as publisher of the paper. 

Consideration involved in the trans- 
action was not announced. 

Mr. Updike said he would devote 
all of his time to his grain and land 
interests. 

With the purchase of the Bee-News. 
the Hearst chain now numbers 24 
newspapers in 18 cities stretching 
from coast to coast. 

The. Bee-News, a merger of the 
Omaha Bee’ and the Omaha Daily 
News, wes first published tn its von- 
solidated form in February, 1927. The 
Bee was founded in 1871 by Edward 
Rosewater, while the Daily News had 
existed 8 years before its merger 
with the Bee. 

The Daily News was founded by F. 
W. Kellogg, now of Pasadena. Calif., 


and L. V. Ashbaugh, deceased, 


ALLEN ISSUES 
STATEMENT. 

_ Wichita, Kan., July 3—(4)—Former 
Governor Henry J. Allen, publisher of 
the Wichita Beacon, commenting on 
his relations to the Omaha Bee-News, 
acquired by William Randolph Hearst 
in a sale announced today, said: 

ua have no intention of divorcing 
myself in any way from Wichita or 
separating myself from my propert- 
here, I shall continue my voting resi- 
dence in Wichita and my interest in the 

Keacon. My acceptance of Mr. Hearst's 
proffer of the publishership of the 
Omaha Bee-News is merely an enlarge- 
ment of my publishing activities.” 


“Opportunity 


Girl’? “Ciiioet 


SCREEN CHANCE TO BE GIVEN WINNER ks 


Draws Throngs to Theater 


Swinging today into the third day 
of the contest sponsored b on 
stitution and Keith's Georgia theater 
to determine the Atlanta girl who is 
best suited for a. screen career, und 
whd will be awarded a prize of $200 
in addition, ballots counted Tuesday 
night revealed the field a neck-and- 
neck race with every girl stil] having 

a good chance to win before the week 
is ended. 

Total standings of all contestants. 
including Monday's and Tuesday's 
votes are: 

Mivrs Dora Rouglin .. 

Miss Rachell Pruitt 

Mise Eula, Mae Thompson. .1,930 

Miss Inez Pergantis Theos. 1.380 

Miss Mollie Belle Morgan . 

Miss Ruth Wilson 

Mrs. Winifred Clarke 

Miss Ruth Dale 

Miss Evelyn Dale 

Audiences at each performance at 
Keith's Georgia theater—at 2:30. 6 


and 8.30 o’clock each day—are view- 


ing a special ree] made of each of 
the contestants showing them in va- 


rious poses and giving various “shots,” 
such as long. medium and close-up. 

Each member of the audience then 
votes, with coupons clipped from the 
theater program or from The Con- 
stitution, in special ballot boxes pro- 
vided in the lobby of Keith’s Geor- 
gia theater, There is no limit to the 
number of votes each person may cast 
for his or her favorite, 


The coupon will be printed every 
day this week in The Constitution 
until the close of the contest, and 
you may clip your coupon each morn- 
ing and cast it for your choice of the 
young womam who seems to be best 
suited to be successful in the screen 
test to which she will be submitted. 

In addition to the screen oppor- 
tunity. the prize of $200 will be 
awarded to the young woman who las 
the "most votes when the contest 
closes Saturday night. 

Here i#@ the coupon. Clip it out 
and east it in the ballot boxes sta- 
tioned in the Keith's Georgia theater 
lobby. If you've already voted, then 
vote again—and keep voting! 


| Cast My Votes For: 


ATLANTA CONSTITUTION 


and 


KEITH’S GEORGIA THEATER 
OFFORTUNITY CONTEST 


(Write name of your choice) 


This Coupon 
Ils Good for 


10 Votes | 


SCREEN TEST 
and $200 Cash 


Prize 


No form of voting other than this coupon will be counted in the final result. 


VENIZELOS DIRECTED 
TO FORM NEW CABINET 


Athens, Jniv 3.—(*)—Elutherios 
Venizelos, former premier and domi- 
nant factor in the liberal party, has 
been entrusted with the formation of 
a new cabinet. 

Parliament will be dissolved. 

President Kondouriotis decided to 


Zaimas cabinet resigned after a crises 
concerning measures proposed by the 
minister of finance. Venizelos, as 
leader of the liberal party. was strong: 
ly opposed to these financial measures 
and it was this opposition which lead 
to the retirement of the ministry. 

M. Venizelos, in announcing to the 
representatives of the foreign »ress 
that he had undertaken formation of 
a cabinet which will be sworn in to- 
morrow, said he ‘did not intend ‘o 


FRENCH BALLOON 


PILOT SAYS LINDY 
AIDS FRIENDSHIP 


Winston-Salem, N. C., July 3.—/) 
“Colonel Charles A. Lindbergh has 


done more than any other person to 
bind tightly the ties of friendship that 
now exist between America and 
France,” Charles Dollfus, of Paris. 
probable winner of the James Gordon 
Bennette international balloon. race, 
told the Winston-Salem Rotary club 
ut a luncheon bere today. 

Dollfus. pilot of the French entry, 
the Blanchard, and his aide, George 
Cormier, came here at noon. from 
Walnut Grove, N. C.. where they land- 
ed in a mill pond yesterday. 

‘The balloonidts left by train at 9 
o'clock tonight for Washington, where 
they will spend several days before 
going to New York 


PASSENGER SHIP 
HELPLESS AT SEA 
WITH POWER GONE 


Norfolk. Va.. July 3.—(4)—Coast 
guard officials here tonight expressed 
belief that the American steamer Gov- 
ernor John Lind, which is helpless 
at sea 105 miles east of Diamond 
Shoals because of a broken propeller 
shaft, is in no immediate danger. The 
cutter Carrabasset, which Ywas sent 
from Norfolk today to aid‘ the dis- 
abled vessel, is expected to reach her 
about 6 o'clock tomorrow morning and 
will tow her to port. 

The Governor John Lind, a Bull 
liner, was en route from San Juan. 
Porto Rico, to Atlantic coast ports, 
including New York, Philadelphia. 
Baltimore and Norfolk, when she met 
with the mishap last night. There are 
said to be about half a dozen pas- 
sengers aboard in addition to 31 men 
romposing the crew. 
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IN PLANE BLAZE 


Meadow, S. D., July 3.—(#)—A 
plane that caught fire in the air 
caused the death of three men at a 
Fourth-of-July-week celebration late 
yesterday. : 

The dead: Willard aa. pilot, of / 
Rapid. City; George Leonard. Botell, 
farm boy living southwest of Lem- 
mon, 8. D.. and Frank Gibson, whose 
home is thought to be somewhere in 
southwestern Lowa. : 

The plane, used in —— flights, 
ha just been refue When about 
500 feet in the air it burst into flames. 
It sailed along for half a mile before 
it dropped. The three bodies were 
burned. beyond recognition. 

It was believed that gasoline spilled 
during refuelling had been ignited by 
the exhausts, setting fire to the plane. 


CURTIS REFUSES 
TO RESIGN SEAT 
IN U. S. SENATE 


Providence, R. I.. July 3.—A@)— 
Senator Charlex Curtis, republican 
nominee for vice president, in a state- 
ment today said he would not resign 
his seat in the senate in order to 
make the run for the vice presidency. 

He declared it was not necessary 
for him to do so, and called attention 
to the fact that the late  l’resident 
Harding did not resign as senator 
from Ohio unti] the February follow- 
ing his election to the presidency. 

Senator Curtis is visiting at the 
home of his daughter here. 
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Dublin, July 3—(#)}—Major James 
Titzmaurice and his German com- 
panions, Captain Hermann Koehl and 
Baron von Huenefeld, returned today 
to the Baldonne! airdrome whence they 
began their historic westward flight 
which ended at Greenly island i- the 
Straits of Belle Isle. They arrived in 
the plane Europa, sister ship to the 
Bremen, which came to grief after its 
long hop across the Atlantic. 

A tumultous welcome greeted the 
fliers. The airdrome was thrown open 
to the public and for the first time gov- 


erniment supporters and republicans 
sank their political differences and 
joined efforts in order to do honor to 
the aviators. 

After the formal reception at the 
airdrome, a procession was formed 
with a military guard of honor and 
the three men entered the city under 
a triumphal arch. This was erected 
at Leeson street bridge. a historic 
point for all festive entries and tri- 
umphal ‘.ocessions. 

The streets were lined with cheering 
crowds which gave the aviators ‘a 
tremendous ovation as the parade 
wound its way to the Gresham hotel. 
There addresses of welcome were made 
and a civic banquet followed. 

Tomorrows program includes the 
government welcome and a reception bv 
the president. An official dinner will 
be tendered by the minister of de- 
fense and the fliers are also to be 
at the Fourth of July garden party at 
the American legation. 
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Thoroughly baked for ready serving. 
TRISCUIT - crisp and tasty for luncheon 
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Shredded Wheat Company 


change the foreign policy of Greece. 
He had requested M. Michalakopoulos 
to retain the foreign portfolio, but the 
latter regretted his inability to com- 
ply as he was in sympathy with bis 
colleagues of the late cabinet. 

The return of Eleutherios Venizelos 
to guide the destinies of Greece is just 
anoth: * incident in the dramatic career 


Wilson described as one of the great- 
est statesmen in Europe. 

When Venizelos left Greece he said 
he was done with politics. finished for- 
ever with those activities that were 
his life from early youth until. age 
warned him that he must rest. But 
when his country needed him he came 
back—as he did once before, in 1924. 
when he was elected president of the 
vational assembly. 


CAPITAL HOME 


VALUED AT $16,000 


Washington, July 3.—(#)—The home 
of Mrs. Richard P. Davidson, who is 
prominent in Washington social cir. | 
cles, was robbec of jewelry estimated 
to be worth $16,000 yesterday. The | 
robbery became known today when po- | 
lice arrested a negro laborer who fail- | 
ed to report for “work at the David- | 

| 


son home. 
Mrs, Davidson is a granddaughter 
of Mark Hanna. 


poston 
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DELAY TAKE-OFF 
ACROSS ATLANTIC | 


Reports announcing unfavorable 


weather over the Atlantic late today 
halted preparations that were being 
made for the flight of the Polish fliers, 
Captains Idzigowrsky and Kapula. It 
was indicated that the attempt would 


haps 48 hours. 

Le Bourget, France, July ‘ (A)— 
The first attempt of this year to fly 
from France to America has been set 
or 5 a. m. tomorrow. If the wind 
is favorable the Polish fliers, Captains 
[dzigowrsky and Kapula will take off 
'then in their plane Marshal Pilsudski 
pon the trans-Atlantic voyage. 
< Test flights have been completed 
and the gasoline tanks filled to half 


2 


| 
POLISH AVIATORS | 
| 


T.e Bourget, France, July ere 


be postponed for another 24 or per: | 


_-- 


i 


capaeity. Two army cots were placed | 
| in a military hangar to enable to fliers | 
to snatch a few hours’ sleep tonight 
before the take-off. 

The plane is an Amiot machine with 
a 650-horsepower Lorraine motor. It 
was estimated that gasoline sufficient 
for. a non-stop flight of 5,000 miles | 
could be carried. 


PLANE IS FORCED | 
| 


DOWN ON FLIGHT 
FOR AIR TROPHY 


-o—oOoOoOCroo_- oO 


Tulsa, Okla... July 3.—()— wenty- | 
ag of the 24 airplanes which left | 

Wichita. Kan., this morning for Tulsa, | 
one of the numerous legs of a tour | 
which will take the planes through the 
southwest to the Pacifie coast and back 
to Detroit, the starting point. were 
hangared here tonight for a Fourth of 
July stopover. 

The 24th plane, an Eagle Rock, was | 
forced down by engine trouble in the 
Osage hills, hut was expected to ar- 
rive later. It was reported not to 
have been damaged. 

Pilots and passengers of the tour 
were guests at a barbecue at Barns- 
dalia park tonight. At 9 o'clock 
Thursday morning the planes will be- 
gin taking off for Forth Worth, Texas, 
the next leg of the, flight. 


In the meantime the aircraft will 
be exhibited at the airport, which will 
be dedicated Thursday afternoon,’ Ten 
army planes from San Antonio and 
two from Fort Sill. Okla. are ex- 
pected to arrive tomorrow for ex- 
hibition flying prior to the dedica- 
tion, at which Senator Elmer Thomas, 
of Oklahoma: Congressman E. 

Howard. Chief Bacon Rind of the 
Osage Indians, and Andy Payne, 


recent transcontinental footrace, will 


Loans and Discounts 
U. S. Government Bonds and Other Securities 

Owned . 
Banking Houses inl Other Real Estate . 


Customers. Liability on Acceptances are Oa 


Cash and Due from Banks 0 Oe ea Pe 


Statement of Condition 


CITIZENS & SOUTHERN 
NATIONAL BANK. 


As Called for by the Comptroller of the Currency 


June 30, 1928 


RESOURCES 


5 
2 


17 


$50. 


544,265.40 
052,366.10 


.297 182.86 


401,272.31 


203,029.82 


$73 


LIABILITIES 


Capital bf is. 

Surplus and Hudiwitied Profits 
Reserve Account . . 
Dividends Unpaid 
Reserve for Dividends Pavablé July oe 


Liability on Customers Acceptances ae Saar 


Dediscounts . 


DEPOSITS 


. $4,000,000.00 
3,853,574.78 
225,692.96 


498,116.54 


203,029.87 
1,000,000.00 
64,083,716.63 


102.30 ° 
132,000.00 


$73,498,116.54 


Deposits June 30th, 1928 . 
Deposits June 30th, 1927 . . 60,954,618.88 


INCREASE .. . 


$64,083,716.63 


$ 3,129,097.75 


Claremore, Okla.. youth, who won the 
} 
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~—INWIDER DEMAND 


Chicagoans are eating twice as 
many Georgia peaches this year as 
the- have at any tite heretofore, ac- 
cording to reports of railway ship- 
ments cited Tuesday as the first re- 
sult of the goodwill contact being es- 
tablished between the southeast and 
middie west through efforts of the 
recently established Chicago Associa- 


tion of Commerce branch headquar- 
ter in Atlanta. 

The enlarged market for Georgia 
peaches in Chicago is just incidental 
to the general movement of creating 
friendship and closer commercial re- 
lations between two sections, accord- 
ing to Jarvis B. Brice, manager of 
the headquarters, and Buist Cuthbert 
Getsinger, field secretary, who -out- 
lined the steps taken to secure the in- 
crease distribution for peach shippers 
of this state. As part of its work. 
the local headquarters plans to offer 
its services to any industry in this 
section seeking this means of contact 
with Chicago and the middle west, the 
official stated. 

Increase Follows Conference. 

The increase of peach shipments fol- 
lowed a conference between the Chi- 
eago officials and the state commis- 
sion of agriculture, Eugene Talmadge, 
during which the new Georgia regu- 
lation, requiring that peaches for 
shipment be graded and inspected, with 
euch box displaying the code giving 
size and grade of peaches inside, was 
explained by the commissioner. The 
local Chicago commercial officials 
forwarded this information together 
with a description of the industry here 
to the main bureau in Illinois. which 
in turn cireularized produce brokers 
in Chicago. Numerous responses from 
brokers were received and communi- 
cated to Georgia shippers. Consumers 
in Chaicago were directly acquainted 
with the quality of peaches grown in 
this state through an article carried 
in “The Chicago Commerce.” the 
weekly publication of the Chicago 
Association of Commerce, which has 
a circulation of more than 10.000. 

The office of the Chicago organiza- 
tion has been established here for just 
one month and its officials in that 
time have been busy chiefly in getting 
acquainted in the southeastern terri- 
tory and establishing friendships in 
the seven states included. During this 
time Mr. Price has spoken before 
meetings of the City elub. the Ex- 
change club, the Atlanta Paint, Oil 
end Varnish club, of Atlanta, and the 
Southern Commercial Secretaries an- 
nual convention, recently held in Ashe- 
ville, N. C. He also attended the open- 
ing of the docks at Mobile. Ala., and 
in a few days will tour the Georgia 
peach section to continue the contact 
work already begun. 

The headquarters are located in of- 
fices at 19 Auburn avenue, in the 
Atlanta Chamber of Commerce build- 
ing. An outstanding feature on dis- 
play at these offices is the art ex- 
hibit. consisting of- eight valuable 
fAintings of landscapes and_ portraits, 
vy noted artists, loaned by the Chi- 
cago Art institute and individual own- 
ers. The pictures were highly praised 
by J. J. Haverty. chairman of the 
Atlanta Art commission, who arrang- 
ed the exhibit for the association. 
They will be on display for a period 
of about six months. 


MAY WIDEN SCOPE 
OF WAR ON SMOKE 


Continued from First Page. 


of relieving what he termed an almost 
intolerabie situation. 

Although officials attending the in 
formal meeting Tuesday declined to 
issue any statement for’ publication, 
it was learned that steps svere taken 
to gather definite data of the costs and 
the intricacies of the proposed ordi- 
nance which weuld force the railroads 
to eperate’ electrically-propelled en- 
gines instead of steam-driven ones in 


R. M. (“BOB”) COBB, 
Elected to council to succeed Council- 
man Jack C. Savage, resigned. 


officials wish to submit to the bridge 
committee in an open hearing will 
take about 30 days, it was learned, 
and Charles A. Wickersham, .presi- 
dent of the Georgia railway, was nam- 
ed to confer with Alderman Dobps 
in order that a hearing with “all 


the facts and figures ®ompiled by 
the experts available may be held be- 
fore any definite action is taken on 
the proposed ordinance.” 
Mr. Dobbs. stated that he hao 
planned a publie hearing for 3 o'clock 
Friday afternoon, July 13, but tha. 
he and other members of the com- 
mittee would not be disposed to act 
without giving railway authorities am- 
ple opportunity to present their case. 


Railroad Ban Negligible. 


Those attending the meeting Tues- 
day decided to take steps to acquaint 
the public with the effect of the ordi- 
nance, and it was pointed out that 
elimination of the smoke from trains 
would produce only negligible results 
in view of the claim that only 1! 
per cent of the smoke is caused by 
the engines, 

The executives attending the meet- 

ing pointed out that they are wiiiim- 
to cooperate in any feasibie manner 
with city authorities in elimination of 
the smoke evil, but added that the cos 
probably would not be proportionate. 
in view of the enormous initial out- 
lay which such a course would cause 
and also because of the addec expense 
of operation. 
Estimates were that it would cost 
the N., C. & St. L. railway conserva- 
tively $3,000.000 to electrify the sys- 
tem within the inner fire zone Addi- 
tional engineering crews would be 
necessary to meet every incowing 
‘rain, the switching of engines and 
other delays would hamper the serv- 
ice and thus contribute to a situa- 
tion which, it was felt, would be 
generally unsatisfactory. 


Limited Improvement Fund. 


Railways have a limited amount of 
money to spend each year for im- 
provements, and such. an enormous 
added expense which would do little 
to increase the service or the comtort 
of the traveling public. it was de- 
clared, would be disproportion:te. Ex- 
penditure of a similar amount. of 
money in other ways would react to 
raise .the standard of service and in- 
crease the efficiency of operation, the 
rail heads said. 

Read officials, however, made i+ 
plain that they are not dispused to 
fight any improvement but wish to 
cooperate in any manner possible. 
They did. contend, nevertheless, that 
legislative measures affecting the rail- 
ways only, which they maintair are 
actually the least offenders in the 


the restricted inner fire limits 
Perfection of the details which th» 


ageregate, would be discriminatory and 
should not be enacted. 
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CLEANERS 


That Will 


Give Your Dry Cleaning 
to the 


SANITARY 


All Cleaning Guaranteed | 


There’s a “SANITARY SHOP” 
In Your Neighborhood 


GOOD WORK AND QUICK SERVICE 


“WATCH FOR THE SIGN” 


There are over 200 Pressing Shops in Atlanta known as 
the Sanitary Cleaners and Dyers. These shops offer all 
the facilities and modern dry cleaning and dyeing meth- 
ods that are available, for behind their efforts is the 
absolute guarantee of the Sanitary Dry Cleaning Com- 
pany, whose plant is third largest in the United States. 


and DYERS 
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COOLIDGE FMA 


i 


‘publie schools, 


VISIT OF HOOVER 


Superior, Wis. Pres 3.—(?)— 
President Coolidge is puzzled as to 
what Secretary Hoover's intentions 
are regarding visiting him at _ the 
summer white house. 

While ostensibly authoritative re- 
ports keep emanating from Wasbing- 
ton to the effect that the republican 
candidate soon will leave the capital 
to come here, Mr. Coolidge has not 
received any information of any kind 
or description directly from him. 

Mr. Coolidge hopes to be able to 
select soon a successor to Dr. Hubert 
Work, who resigned yesterday from 
his cabinet to give all his attention to 
the chairmanship of the national re- 
publican committee, 

‘Dr. Work’s resignation will be ac- 


cepted and become effective on the* 


day his successor will be appointéd. 
In the meantime, Mr. Coolidge thinks 
that the officers at present in charge 


| 
| 


of the interior department are emi-' 


nently capable of carrying on. 
President Coolidge is gratified that 
the treasury surplus of $398,000,000 
has come very close to administration 
predictions. By retiring about $900.- 
000,000 indebtedness, an annual sav- 
ing of about 5,000,000 interest is 
possible. 
the expected yearly appropriation for 
Mississippi valley flood relief work. 
President Coolidge took part today 


This sum is equivalent to} 


| 
| 


for the first time since his arrival here | 


in a ceremony in public. The Supe- 


rior Boy Scout council presented him | 


with a fly fishing rod. The ceremony 
took place on the front lawn of the 
executive offices, where several hun- 
dred people had gathered for the oc- 


’ casion. 
Mr. Coolidge received a further gift, 


of a hunting knife from Harvey Olm- 
stead, 16-year-old president of the 
Allouez Good Fellowship club. Jo- 
seph Idziorez, the club’s 12-year-old 
vice president, gave the chief execu- 
tive a box of candy for Mrs. Coolidge. 


TEXAN CALLS 


FOR SHOWDOWN | 


| explosion. 


, 


Continued from First Page. 


ment, but they have gone on the good 
old democratic principle that demo- | 
crats should fight their battles inside 
their party and not outside it.” 
“They belicve that the party as a 
whole is wi.-r than any individual | 


| 


| 


member of it or any group of its mem- | 


bership, ” he said. 
“Those who decline to vote 


the | 


democratic ticket will find th-mselves | 
going into the party which alwayy has | 
been the enemy and oppressor of our. 
people, whose nominee shorfly nefvore | 


he was named as their standard beua-- 


er saw fit to issue an order requiring ‘ 


that whites and blacks in his depart- 
ment should occupy the same desks. 


“If the repuslican party remains in | 


power unde? existing conditions a suf- 
ficient Jength of time the great ques- 


tions which wi'l agitate the mind: o¢ | 
the peole, at least of the south, in | 
the coming vears will be whether our | 


Jim Crow laws 


shall be repealed: | 


whether or not prohibition of the in- | 
ter-murriage between races shall be 


repeaied;: in a word, 


I want to sav. 


to the democrats of Texas that in a. 
little while it is entirely possible that | 
there wil] be no color line drawn as far | 


as your public schools are conceruecd 


; Getting Réady tor Jaly Fourth | 


* 


Preparing to celebrate the Glorious Fourth at Lakewood park, these 


youngsters light a real cannon cracker. 


Mary Frances Kilpatrick lights 


the cracker, while Betty June Kilpatrick and Betty Williams-wait for the 


Must Die Friday 


and your children, if they attend the | a : 


will attend only those 
where black and white alike are en- 
titled by law to come.” 


HAROLD HAMMOND 
TO PAY WITH LIFE 


Continued from First Page. 


taken to the state prison at Milledge- 
ville. 
prisoner must be taken to the place 


he is electrocuted, hence two Fulton 
county deputies took the manacled 
man to the death cell where a death 
watch was established at once. 
Apparently the lawyers depended 
on the governor’s recent personal ex- 
amination of the prisoner to determine 
the issue as to his sanity, as they laid 
little stress on this phase of the case 
in the final pleas. They contended 
in the main that the evidence against 


‘their client was vague and inconclu- 


sive and they pointed out that the 
most damaging testimony against the 
prisoner was given by a woman who 


‘testified she recognized Hammond by 
‘the tone of his voice. 


The governor declined to entertain | 
seriously an alleged confession recent- | 
ly made by a mysterious woman not | 
identified. This confession was made 
in a telephone conversation by a wom- 


Under the law, a condemned ' 


i'BUSINESS ATLANTA 


of execution at least three days before | 


| 


j 


| 
sa {don’t never go home.” 


‘paper napkins. 


PICNICS, POLITICS, , 
PUTOUTS VIE TODAY 


Continued from First Page. 


the diner basket. “Station XYZ now 
presents Col. Hannibal Windbag, 
whose patriotic address will be broad 
——,” Thermos bottles, can openers, 
“Shay fellers where zat 


' corkscrew ?” 


and daughters have fought, 


t 


‘sauerkraut. 


| 
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‘ers, the water's fine.” 


The glorious Fourth. 

“That grand old flag whose sons 
bled and 
pork and beans. Sardines and 
“Now just hold that pose 
“Come on, fell!- 
Fishing reels 
“They sho’ were bit- 


ba 


until I snap you.” 


and bait cans. 


‘ing here last year but—”. Chiggers 


and red bugs. 


The glorious Fourth. 

Parasols and vanity cases. Short 
skirts and sunburns. FPerspiring mu- 
sicians. Hot dancers. “In this glori- 
ous land of liberty and the pursuit of 
happiness—.” Sling shots and jump 
ropes. Pop, pop, pop, bang, bany. 
bang, fireworks. “Shay fellers, les 
Punctures and 


‘blowouts. Candidates shaking hands. 


| “Pey our loving tribute to George 


“HAROL! D H AMMOND. 


CLOSED FOR TODAY | 


Continued from First Page. 


Battle of Manila will be- fought all 


over again in fireworks at night. 

Band concerts will be featured in 
nearly all of the city parks, The At- 
lanta Municipal band, under the di- 
rection of Captain John A. Scharf. 
conductor and soloist, will appear in 
iwo concerts, today, at Grant Park. 
from 3:30 until 5:30 o'clock this 
afternoon, and at Mozley park from 
7:30 until 9:30 o'clock tonight. 

The Dokey 
concert at Washington 
ithe afternoon. 


negro band will. give a| 
park during | 


aires | 
| 
a 


Pienies and golf courses also wil) 
claim their quota of holiday revelers, | 


the 
to 


to mention 
is slated 


not 


which attract a large 


police station, | 


an who called the office of one of the| number of the more unstable citizenry. | 
Events of the day, perhaps, will be! 


lawyers and refused to give her name. 

Assistant Solicitor Ed Stephens 
presented the chief argument against 
the extension of clemency by the gover- 
nor. He reviewed the evidence in the 
case and declared.that a motion for a 
new trial had been overruled, that the 
supreme court had upheld this ruling 
and had declined to grant a new trial 
after consideration of all the pleas 


made in the case, 
The Rev. C. K. Hutton, of East 


Point, pastor of the First Christian’ 


church, made a brief appeal for the 
prisoner. He declared that Ham- 
mond repeatedly had denied guilt in 
the case. Hammond recently was bap- 
tized as a member of this church. 
The crime for which Hammond was 
convicted was one of the most bru- 
tal ever committed in Fulton county. 
Mrs. Ingram was killed by blows from 
a smoothing iron, while her 14-month- 
old child was strangled by a piece of 
quilt entwined around its neck. The 
bodies of the mother and child were 
found by her husband, Bernie Ingram, 
who returned early in the morning to 
his home at 759 North Ashby street, 
after working in a mill at night. The 
crime was committed between 3 and 


(5 o’clock in the morning of February 


; tody until March 24, 1927. 


4, 1927. 
Hammond was not taken into cus- 
He was 


{captured in a town in Virginia and 
i brought to Atlanta to stand trial, ac- 


cording to records furnished by Mr. 
Stephens. After the supreme court); 
had upheld the death sentence an ap- 


{peal was made to the state prison: 


| 


commission for a recommendation for | 
commission | 


clemency. The _ prison 
declined to recommend a commutation. 
The case was taken to the governor | 


Fand he granted a respite so that an 


investigation of Hammond's mental 
condition could be made. The gover- 
nor, who is a physician, examined 
Hammond on several occasions and 
called two other physicians to accom- 
pany him on a visit to the condemned 
man Monday. After his examination , 
the governor declared that Hammond 
is entirely sane. 


COURTNEY’S FLIGHT 


AGAIN DELAYED 


Horta, Island of Fayal, Azores. 
July 3.—()—A small piece of metal 
is delaying the trans-Atlantic flight 
of Captain Frank T. Courtney. 

When his seaplane arrived here 


| 
! 


| 


| 


| 


| 


from Lisbon en route to America one | 


of the blades on the propeller of the 
generator of the radio set was broken. 
Sergeant Fred Pierce, mechanic, made 
a substitute one of brass. Since the 
other blade was of aluminum, the un- 
equal weight caused great vibration in 
the generator. This will have to be 
overcome before the hop is made since 
the fliers are placing great dependence 
on the wireless for direction finding. 


concentrated at Lakewood park be- 
cause of its size and the multitudinous 
attractions to the vacationist’s eve. 
The Greyhound, the Old Mill, the 
house of a thousand mirrors, the Bug- 
bouse and numerous other devices for 
the holidayist are offered. 
Lakewood Features. 

Daylight fireworks and motor races, 
in which half a score of dirt-track 
drivers will do their best to blanket 
the countryside in a coat of reddish 
tan, also will 
wood. During the afternoon, Jesse 
Exum, of Candler Field, will attempt 
a parachute leap from a speeding air- 
plane to the lake, where he will be 
picked up by waiting boats. 

Barber's band will play before, be- 
tween and after the events, it is an- 
nounced. 

Pyrotechnic reproductions of Gen- 
eral Robert E. Lee, mounted on his 
noted horse, Traveler, and a fireworks 
reproduction of Dewey’s battle in Ma- 
ond Bay will feature the night dis- 
play. 

Double-barrel baseball games also 
will be offered for the edification. 
more or less, of the fans, one in the 
morning, and the other in the after- 
noon. The Crackers play the New Or- 
leans’ Pelicans on both occasions at 
Spiller field—peanuts; fiveabag! 
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| Wash—.” 
Hurrah for the glorious Fourth. 


GENERAL NOBILE 


apn. 
IS SERIOUSLY ILL; 


Continued from First Page. 


expressed sincere admiration for the 
unselfish attitude of Amundsen, who 
forgot the bitter controversy that de- 
veloped after their joint flight across 
the pole in the dirigible Norge in 
1926. He also had words of praise 
for Amundsen’s companions, Lieuten- 
and. Lief Dietrichsen, who also was 
aboard the Norge; Rene Guilbaud, 
pilot of the French seaplane, and the 
other three French naval men who 
were aboard the machine as navigator, 
mechanic and radio operator. 


Constant Prayer. 


Nobile said that it was his constant 
prayer that these gallant men would 


.yet be found, and he is hoping in- 


tensely that they are all safe. De- 
spite the hardships he has undergone 
and the disastrous result of his whole 
expedition. Nobile indicated that he 
has not yet decided to give up polar 
exploration. 

The icebreaker Braganza_ arrived 
here today with the Norwegian avia- 
tors, Captain Riiser-Larsen and Lieu- 
tenant Luetzon Holm. They are trans- 
ferring their base from this ship to 
the sealer Hobby, which Miss Louise 
Boyd, an American, has donated to 
the Norwegian government so that it 
may take part in the search for 
Amundsen. 

The fliers said that when the Rus- 
sian-icebreaker Krassin passed Virgo 
Bay last week, Nebile sent a request 
to the Russian captain asking to be 
taken aboard the vessel that he might 
lend some aid to the attempts to res- 
cue the men who are marooned at his 
old camp on an ice floe near Foyn 
island. 

Party Is Lest. 


The aviators also said that the party 
consisting of Dr. Finn Malgren, Swed- 
ish meteorologist; Captain Alberto 
Mariano, pilot of the Italia, and Cap- 
tain Flippo Zappi, Italian navy navi- 
gator of the dirigible, are considered 
lost. This trio had only 40 pounds 
of provisions with them when hey 
left Nobile’s camp on May 30. five 
days after the crash. Moreover, they 
were without weapons or sleeping bags 
to aid them in their attempted trek 
over the ice to land. 

Sledge parties have been searching 
vigilantly for them all along the north 
coast of North East Land, but with- 
out success. Lieutenant Holm said 
that about 10 days ago he made a 
flight in Larsen’s machine and en- 
countered one of these parties led by a 
Norwegian named Varming. 

Pressing on Camp. 


They seemed to be pressing toward 
the Nobile camp and Lieutenant Holm 
said he dropped them a note warning 
that it would be inadvisable for them 
to attempt to cross the sea ice.as the 
pack and floes were quite unsafe. 

A small Finnish plane with which 
it was hoped to make a landing on 
the ice at Nobile’s old camp and rescue 
Lieutenant Lundborg, saviour of No 
bile and the five castaways of the 
Italia’s crew who are. still there. 
proved too beavy for the task. The 

machine was fitted with skis at Am- 
sterdam island but it sank into the 
snow and the skis had to be dis 
mounted. 

The Braganza crew said that the 
Citta Di Milano expects to remain 
in the vicinity of Spitzbergen all 
through July and probably also the 
first week in August. By that time 
it is expected that the survivors of the 
Italia will have been removed and 
that the fate of the 16 men still -iss- 
ing will have been definitely de- 
termined. 


eee 


RUMOR PERSISTS 
AMUNDSEN FOUND. 

Oslo, Norway, July 3.—()\—Despite 
absence of any confirmation, rumors 
persisted today that a fishing vessel 


any source. However, 

consul at Tromsve is making inquiries 
as the olan pa which the noted Nor- 
Wegian exp rode when he ‘dis- 
appeared was a o French naval machine, 
piloted by Rene Guilbaud. 


COLLIERS EDITOR 
PRAISES AL SMITH 


Continued from First Page. 


liers M--azine, ‘ollowing Moskowitz, 
termed Governor Smith a new force, 
in American political life. : 

he pioneer life of the tenements 
produced him as the pioneer cabin 
nurtured Lincoln,” he said. “Smith 
belongs to a new generation and al 
though he traces his politica! faith 
back to Jefferson his practical policies 
are vastly different. 

“Governor Smith was nominated be- 
cause of his outstanding ability and 
his high character and for no other 
reasom,” 


CHERRINGTO: ~ DECLARES 
SMITH MUST LOSE. 


Washington, July 3.—(4)—Terming 
Governor Smith “by all odds the most 
insistent. determined, uncompromisin 
influential and powerful enemy of pro- 
hibition that ever appeared in Ameri- 
can public life.”” Ernest H. Cherring- 
ton. secretary of the World League 
Against Alcoholism, in a statement to 
day declared it is now time for “every 
defender of the constitution to wake 
up.” 


Option Relinquished. 

New York, July 3.—(4)—Newmont 
Mining company relinquished its op- 
tion on the property of the United 
Verde Extensior Mining company at 
Jerome and Clemenceau, Ariz., be- 
cause of opposition of the Extension 
stockholders to the terms of the pro- 
posed sale, it was learned today. 


ISDE LI 


Pi rgh, Pa. July $V 
Sweeping aside all opposition. 
Lipsky, stormy petrel of the Zic 
organization of America, was 
tually assured of reelectiop as 
dent today when the society's conve 
tion adopted a report providing for tl 
‘inclusion of that office in the ve 
stitution. tig 

The nominating committee was tq 
bring in its report at the final 
tonight. Lipsky resigned some time | 
ago but his friends said he would | 
again agree to guide the destinies of | 
Zionists in this country. : 

The vote, which came on a sub- 
stitute motion offered by Belson Rut- 
tenberg. a deputy police commissioner ~ 
of New York, was 418 to 196. The- 
convention rejected the recommenda ~ 
tion of a peace committee, headed by | 
I. Rudaysky. of Boston, which would 
have eliminated the presidentia] chair — 
and placed the administration in the” " 
hands of a committee. Under ye 
Ruttenberg plan Lipsky was 
with more power and relieved of cers — 
tain duties which will be handled by | 
an administrative committee. 

Lipsky won his victory in a hectic 
session marked by charges and coun-~ 
ter-charges. F. 


Two Birthdays. 


Superior, Wis. July 3. —United ~ 
States of America 152: Calvin Cool+ : 
idge 56. Both will have birthdays to- © 
morrow, : 


$12.00 EXCURSION 
WRIGHTSVILLE BEACH 
JULZ 14 
10 Days. Through sleepers. SEA. E 
BOARD. —(adv.) © 
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Our Great Old Store 


W ill Be Closed 
All Day Wednesday 


“The Store of the Masses” 


HIGH CO. 


45 Years of Faithful Service and Value-giving 


Honoring 


The Fourth of July 


And All That It Stands for in the 


Hearts of All Americans— 


From 8 drinks 
a day in 1886 to 
8 million a day 


in 1928 


Because you can’t beat the 
pause that refreshes ~ and 
the wholesome refreshment 


of Coca-Cola makes a little 


iy 


minute long enough for a wv } 


big rest. 


Today it is ready, ice-cold, 
mext door to your office or 
workshop ~ around the cor- 
ner from anywhere. The little 
red signs flash their cool and 
cheerful invitation every- 


where, because Coca-Cola is 
the one great drink of the 


millions. 


YQ 


The best served drink in the world 


A pure drink of natural flavors served ice- 
cold in its own glass and in its own bottle 
~ the crystal-thin glass that represents the 
best in soda fountain service; the bottle 
you can identify even in the dark, steri- 
lized, filled and sealed air-tight without 
the touch of human hands. Coca-Cola! 


The Coca-Cola Company, Atianta, Gs. 
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Posteffice at Atlante 
ss mall matter, 


Telephone WAL 6565. 


SUBSCRIPTION RATES. 
and 1 Wk. 1 Mo, 8 Mos. 6 Mos. 
. .20¢ 90¢ $2.50 $5.00 
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Only. 
bens 45e¢ $1.25 $2.50 $6 

. F. D. and small or non-dealer 

towns for ist and 2d sorties only. 


- Wally (without Sunday) 1 yr. ....$5.00 


ATLANTA, GA., JULY 4, 1928. 


J. R. BOLLIDAY, Constitution Building. 
sole sing manager for all territory 
outside. of Atlanta. 


CONSTITUTION is on sale in New 
by 2 p. m. the day after issue. 
It can be had: MHotaling’s News Stand, 
Broadway and fForty-third street (Times 
building corner); Shultz News Agency, st 
Bryant Park and Grand Central Depot. 


The Constitution is not responsible for 
yments to out-of-town local car- 
riers, or agents. Receipts given for 
subscription paymé@nts not in accordance 
with published rates are not authorized; also 
mot responsible for subscription payments 


dea 


i wntii received at office of publication. 


Member of The Associated Press. 
The Associated Presse is exclusively en- 


titled to use for publication of all news 
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Lord, is love, 


Atlanta 


dispatches credited to it or not otherwise 
credited to this oes on and also the tocal 
news published herein. 


THE LIFE TELLS—Even a child 


is known by his doings, whether his 


work be pure, and whether it be right. 
Prov. 20:11. 

PRAYER—The fruit of Thy Spirit, 
joy, peace, long-suf- 
fering, gentleness, goodness, faith, 
meekness and temperance. 

INDEPENDENCE DAY. 

The Fourth of July, which is the 
anniversary of the birth of this re- 
public, is more generally observed 
in America than any other holiday 
except that of December 25, which 
fs celebrated as the anniversary of 
the birth of Christ and the dawn- 
ing of the Christian era. 

The Independence Day celebration 
is usually noisy. More fireworks 
are consumed, more explosives set 
off, more recklessness indulged in, 
as a rule, than on any other occa- 
sion. 

The main injunction should be, 
“Watch your step,” which means 
not only to be safety-minded as to 
traffic congestions, but as to the un- 
usual fire hazards that the day calls 
forth. Parents should throw every 
reasonable precaution around their 
children. 

The toll of, death from explosions 
and fire is always distressingly 
heavy on the Fourth of July. Many 
Serious accidents have occurred in 
in former celebrations of 
this day. It is commendable that 
the chief of police has issued rigid 
limitations as to the handling of ex- 
plosives and fireworks today and 
this evening. These orders should be 
rigidly enforced,* and all citizens 
should cooperate to that end. 

It is right that a true patriotic 
spirit should prevail among. all 
Americans, for it is America’s own 
day, but this spirit should not be 
saddened bys unnecessary distress. 


WEEVIL STATISTICS MISLEAD. 
Government statistics showing a 

decline in boll weevil emergence as 

compared with former years should 


_. not mislead the cotton farmers of 


ma 
es 


: 


- of Georgia, 


the southeast. These statistics are 
based upon experiments at various 
southern stations, only one of which 
is in Georgia. They are correct in 
so far as the experiments go, but 
if accepted liberally as reporting the 
actual conditions that exist in the 
cotton acreage as a whole they may 
cause a great many farmers to neg- 
lect to watch for and poison the 
weevils as they emerge. 

The fact is, boll weevil emergence 
has been heavy in several sections 
and the cool spring 
weather has naturally delayed their 


appearance. 
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Another fact must not be over- 
looked, and that is the lateness of 
cotton on account of the excessive 
rains during the usual planting sea- 
son. Therefore, emergence from 
this time forward will undoubtedly 
be heavier than usual after the first 
of July, with the prospects of 

reater damage to the growing crop, 
@ reason of the enforced delays in 
planting, unless the farmers use the 
established precautions — for 
weevil control. 

All cotton growers should be pre- 
pared to poison, and watch their 
growing cotton not only for weevils 
but for fleas. The latter have ap- 
peared in numbers of areas in 
Georgia. 

The state entomologist should be 
consulted as to flea extermination, 
which can be effected with the same 
operation as that demanded for 


* weevil extermination. 


ALABAMA FALLS IN LINE. 
“Alabama has ended forever its 
“convict lease system. No state has 


‘ abandoned this relic of barbarism 


and returned to it. 


~ A fight has been waged in our 


sister state for more than a dozen 


: 


years for the happy victory that 


was finally won, just as it was won 
* in Georgia after a long fight, and 


ee he 
C~ 


~ 
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jJater in Florida. Georgia was one 
of the first states in the south to 
set the good example. 


In Georgia the convicts, under 


| the old lease system, were worked 


er 


a in timber and naval stores camps 


| system they have been used prin- 
cipally in road construction, and in 
work on the state farms. 
In Alabama they were leased very 
largely to coal mining operators. 
The stopping of the system of 


| selling convict labor to private in- 


terests was outstanding in Governor 
Graves’ platform of principles, and 
the legislature that went into the 
state house with him sustained him 
in this pledge. Hence the culmina- 
tion of this great reform movement. 
The Alabama convicts are now being 
used largely in road construction 
and certainly they could not be em- 
ployed more satisfactorily, nor more 


12 profitably for the welfare of all the 


people. 


PLATFORM PLEASES FARMERS. 
The farmers of the middle west, 
from the borders of Mexico on the 
south to the Canadian line on the 
north, are reported to be over- 
whelmingly in favor of the demo- 
cratic platform and standard bearers. 
The farm relief plank which was 
made a paramount feature of the 
resolutions adopted at Houston 
pledges the democratic party to the 
enactment of legislation for the con- 
trol of surpluses in major com- 
modities, to cooperative marketing, 
and to equality of tariff rates by 
which agriculture may be on a 
parity with industry. 
The party’s candidate for vice 
president, Senator Robinson, of 
Arkansas, ‘s a member of the con- 
gressional farm bloc, and was a 
staunch supporter of the McNary- 
Haugen bill. 
The indications are regarded as 
most favorable for a number of the 
middle western states that went 
into the republican column in 1920 
and 1924 to swing to the demo- 
cratic column in November. It is 
significant that the republican 
governor of Nebraska, and the chair- 
man of the executive committee of 
the north central states agricultural 
conference, who has also been a re- 
publican leader, have both publicly 
expressed Satisfaction with the 
democratic platform, as against dis- 
satisfaction with the republican 
platform. 


It is expected that Senator Robin- 
son, who is a vigorous campaigner 
and an old-fashioned southern 
“‘wool-hat’”’ statesman, will confine 
his campaign activities very largely 
to the agrarian states of the west. 
In that event independent ob- 
servers and commentators are prac- 
tically a unit in the belief that Smith 
and Robinson have at least an even 
break for election. 


THE ELECTION OF OBREGON. 


That the friendly relations now 
existing between the republics of 
the United States and Mexico will 
not only be continued but strength- 
ened, under the administration of 
President-elect Alvaro Obregon, is 
assured. The latter is almost a 
resident of this country, and is a 
large property owner in the state 
of Arizona. He lives at Nogales, 
Mexico, just across the border from 
Nogales, Arizona, and is a frequent 
visitor to this country. He speaks 
English fluently and has always, in 
official and private life, manifested 
a great friendship for the govern- 
ment of the United States and for 
the people. He will probably visit 
Washington and confer with Presi- 
dent Coolidge, Secretary Kellogg and 
other administrative officials before 
his inauguration in December. 


During the former administration 
of General Obregon as president 
the republic of Mexico took the first 
decisive step for a stable, sovereign 
government in many years. He then 
succeeded Caranza, who was 4a 
product of revolution, as had been 
several executives before him. 
Since the long administration of 
President Diaz, who ruled with an 
iron hand but who did much for 
the industrial and agricultural de- 
velopment of the country, Mexico 
had been a “shotgun” republic un- 
til the election of General Obregon 
in 1919. Following his inauguration 
the public school system of the coun- 
try was expanded and the idle peons 
were put to work by the encourage- 
ment of agriculture, manufacturing, 
mining, and other productive activi- 
ties. Markets with the outside world 
were opened, and for the first time 
in years Mexico became prosperous 
again. He was succeeded by Calles, 
who was a member of his cabinet, 
and a close personal and political 
friend. 


The administration of President 
Calles has been one of close relation- 
ship with the United States despite 
groups of troublemakers in both 
countries. “The trouble that has 
visited Mexico recently has resulted 
from too much encouragement given 


radical elements directed by Rus- 
sian bolsheviks. The curtailing of 
this, along with a liberalization of 
existing religious restrictions, are 
expected under the forthcoming 
Obregon regime. He is a tolerant, 
and his first administration demon- 
strated his democracy. and his ad- 
ministrative ability and soundness. 


Of course many who are in favor 
of religious liberty wouldn’t cast a 
vote for any candidate not of their 
faith. 


Sensing a billion dollar tourist 
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by the Calles government to the | 


THE WORLD'S 
WINDOW 


ef 0 0ofe)0 0Oof—lo ote 
BY PIERRE VAN PAASSEN 


Eating in 
Liege. 
Until recently Lyon was reputed to 


be the gastronomical capital of Eu-‘ 


rope. But now Liege makes its claims 
and finds many defenders for first 


place in the hierarchy of “gourman- 
dise.” From all over Belgium, Hol- 
land and France journalists had been 
invited by the Liege city authorities 
to come and taste. Our own feeling, 
after partaking of the communal meal, 
is that Liege can cook as well as it 
can fight and probably better even. 
A Parisian who was present at the 
rite, a true disciple of Brillat-Savarin, 
remarked afterwards that even after 
three days of eating he felt not the 
least incommodated, and thereby, he 
said, I recognize the perfection of 
Liege’s gastronomical expertise. To 
load people with an overabundance, 
imperil their sleep is a betrayal of 
the spirit of hospitality, he added. 
They eat and drink in Liege in the 
most happy and harmonious fashion. 
A lobster with champignons, for in- 
stance, perfumed with a sauce that 
might be called concentration of the 
aroma of the sea, was one of the 
delicacies. And then those thrushes 
“au foie gras,” the national bird of 
Liege, arranged in fours, they were 
u poem, what do I say?—a symphony, 
for each of the four had his own per- 
sonality, an allegro, an andante, a 
scherzo and vivace con fuoco. What 
languege could praise worthily the 
trout with the soft cracklin skin, 
smothered in cold butter? Or the 
stuffed pigeons, that combined in their 
taste the gardens of Wallonia and 
the heavens themselves. I give up. 
How can a man with a notoriously 
weak English grammar do justice in 
a matter of such glorious cooking? 
Hoverer, Karl Kitchen is probably 
on the way to Europe. He, the gour- 
met Newyorkais par excellence, ought 
not to pass by Liege. 


Morocco. 


From time to time a word comes 
from Abd-el-Krim, the Riffian chief- 
tain who was conquered by the com- 
bined colonial armies of France and 
Spain. He has learned French, says 
the latest dispatch from the island 
of Reunion, where he is a prisoner, 
and that for the sole purpose of writ- 
ing an account of the Riff struggle 
for .independence. French officers 
guard him and he has been denied 
the privilege of sending for certain 
state documents which he deemed in- 
dispensable for his historical ac- 


count. To his people Abd-El-Krim 
reinains the symbol of independence 
and so long he is kept a prisoner the 
“sacred hatred” will not begin to dis- 
appear. In the meantime disturbing 
news comes from north Africa, 
Wounded men are arriving at Mar- 
seille and some papers published lists 
of casualties. The explanation is 
given from official quarters that the 
French army in Morocco is holding 
maneuvers, and that some accidents 
occurred. The accidents in question 
refer to a French column moying to 
invade the Atlas region, hitherto un- 
conquered, and that the natives of 
this region mistook the pacific inten- 
tions of the troop. Questions have 
been asked by radical papers if it is 
to be war again in Morocco. The an- 
swer is categorically no. But men 
are dying just the same out there, 
war or no war. 


The Soviet 
Theater. 


Parisian theater people gave a re- 
ception in honor of M. Granowsky, 
director of the Jewish theater of Mos- 
cow, now on tour in Europe. The 
president of the French society of ar- 
tists, M. Gemier, who has just come 
back from Russia, had this to say 
of the theater in that country: “Those 
people,” he said, speaking of the Rus- 
sian stage artists, “have such a fer- 
vor, such a spirit of personal sacri- 
fice when it comes to collective re- 
sults that I can do no otherwise but 
compare their effort to that of a 
monastery. We talk sometimes of 
discipline, and discipline works won- 
ders. But above it stands faith. 
Faith works miracles. There are mir- 
acles to be seen in the Russian thea- 
ter. One of the miracles of these 
‘psychological’ troups is the independ- 
ent action of each member, who looks 
for direction to no prompter, director 
or public, and where everybody plays 
exclusively for himself. That is an 
essentially new art from which we 
in France have a great deal to learn. 
I am not talking polities,” added M. 
Gemier, “but I cannot suppress: my 
admiration for the theater as it ex- 
ists today in soviet Russia.” He went 
on to discuss different details he had 
observed during his sojourn in Mos- 
cow. Some surprise may be felt 
about an incident in one of the lyrical 
reviews. An actor struts up the stage 
and looking at a picture of Karl 
Marx, the universal wall adornment 
in Russia, he exclaims in great amaze- 
ment: ‘Well, who would have thought 
it, there’s old Karl!’ Who would 
have thought it possible, indeed, such 
levity before a likeness of the sacro- 
sanct father of communism?” 
(Copyright, 1928, for The Constitution.) 


A Difficult Combination 
Faces the Republicans 


Editor Constitution: Senator George 
H. Moses, of New Hampshire, in his 
keynote speech to the republican na- 
tional convention, recently held in 
Kansas City, had this to say regard- 
ing whomever the democrats might se- 
lect as their candidate: 

“Bring him on and we will bury him. We 
welcome him with hospitable hands to a 
bloody grave. And we care not whether 
his name be Brown, 
Smith."’ 


The republicans are up against a 
Smith and a Robinson. Can they beat 
the combination? 

WADDY THOMPSON, 

Atlanta, Ga., July 3, 1928. 
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Prominent Business Man 
On Sunday Concert Issue 
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By Robert Quillen 


Be Sawing Wood? 


Anyone Looking for a Quiet f 
- Will Have to Move Into Another Neighborhood 


Fourth This Year 


How much do you remember of the Latin and algebra you learned 


in school? 


Unless you have been using them in the practice of a 


profession, it is probable that they remain in your memory only as 


unpleasant experiences. 
Even when you were 


it necessary to refresh your memory—to 


tions drew near. 


in school, and studied them daily, you found 


“cram’—as term examina- 


The knowldege you remember is the knowledge you continue to use. 

The knowledge you forget is worth exactly nothing at all. 

That sounds suspiciously like a platitude, but it’s a simple truth 
that has as yet made no impression on the learned gentlemen who fashion 


the orthodox scheme of education. 


Centuries ago, when the chief purpose of education was to polish 
gentlemen, an education consisted largely in absorbing a working knowl- 


edge of Latin. 


As education became more general it became more practical; but 
the cobwebs of custom clung to it still, and even in this debunking age 
the same form of torture is applied to all young minds because the 


ancients did it that way. 


Many students will need Latin in their careers, but why waste 
the time of nine boys to benefit a tenth? 

All orthodox studies train and develop the mind, but why shoot 
at a target to get practice if you can be bringing down game? 

In short, why waste fime on studies that will be forgotten because 
they never will be used, when the same time and effort might be employed 
to gain knowledge that is vitally important? 

If college atmosphere and contacts have a broadening and civilizing 
effect, would the effect be less if useless studies were abolished? 

Some general knowledge is necessary to all, but since each individual 
must eventually specialize in order to become a competent servant of 
society, why not permit him to specialize during the period when he 


can learn easily? 


The young mind absorbs knowledge more readily than an old mind. 
Why waste its capacity on knowledge it will forget and give it the more 
important task when it has grown dull? 

Science is trying to prolong useful lives. Common sense can pro- 
long them by beginning at the other end. 

You can plow more ground if you begin at sun-up instead of pitch- 


ing. horse-shoes until noon. 


(Copyright, 1928, for The Constitution.) 


EVERYDAY QUESTIONS 


BY DR. S. PARKES CADMAN 


Why was I given an intense 
appreciation of all that is artistic, 
harmonious, colorful, glowing— 
and then surrounded by a drab 
ugliness from which there is seem- 
ingly no escape? It is ugliness 
that corrodes the very soul. 

Why was I created seemingly 
to be the intelligent wife of some 
worthy man, then denied the 
mate? 

Why was I imbued with a long- 
ing for good music so strong that 
it almost drives me mad, when I 
seldom hear anything but some 
rasping record grinding out a 
popular ditty? 

I can find no answer myself. 
I would appreciate your diagnosis 


and suggestions. Please omit my 
address. 


Before I attempt to answer your 
questions permit me to express -my 
sincere sympathy with your mental 
condition. Whatever the causes may 
be, there is no doubt that they create 
real and acute suffering. But could 
not some of this suffering be avoided? 

Your letter shows that you are an 
egoist, not like George Meredith's Sir 
Willoughby Patterne, yet of the same 
genus. In plain terms, you place 
yourself at the center of everything 
and then expect things to come to 
you without effort on your part. 
When they do not respond, life turns 
to sourness and rage, riot and 
anarchy. 


Hence your complaint that your 
aesthetic tastes have no satisfaction. 
But since when were you denied the 
splendor of the sunrise, the sunset, 
the night’s starry domain; the upru&sh 
of spring’s recreation or the summer’s 
luxuriant loveliness? Have trees and 
rivers and mountains no mystic mes- 
sages? Can the most sordid surround- 
ings crucify your appreciation of 
these over-arching wonders? 

I see flowers in slums, symbols of 
regal beauty in crazy tenements, and 
conclude that those who grow them 
acknowledge their responsibility for 
the sustenance of life’s higher needs. 
Why not help yourself? You crave 
classic music. Very well, work for it. 
Save till you sweat, for a ticket to a 
symphony concert, or to buy a modest 
radio set with which to capture the 
music from the air about you. 


I personally can appreciate 
passion for Handel, Wagner, Bee- 
thoven, Berlioz and Mozart. When a 
lad of thirteen 1 walked twelve miles 
and back again to hear the Coldstream 
Guards band render a fine program of 
classical music from these masters. 
It meant the loss of a day's work and 
the expenditure of two days’ wages. 
But it was worth it. The band did 
not come to me, but I could go to it. 
So can you, and you will get what you 


your 


want when you want it sufficiently 
to go after it. 

Your future mate may materialize 
once you end lamentation and focus 
on action. Certainly he is not likely 
to adore a chief mourner at the hearse 
of time. Laugh at yourself three 
times a day, find the charm hidden 
in the dreariest lives, be patient, sac- 
rificial, intent on the happiness of oth- 
ers, and you will find your own. 


Philadelphia, Pa. 
Why do you always take the 
neutral side in your questions and 
answers? Do you not know that 
the positive man is the winner? 

Winner of what? Two-thirds of the 
prizes the world deems worth while 
perish in the using. They are like 
* .. » poppies spread 
You seize the flower, the bloom 

shed, 

Or like the snowflake on the river, 
One moment white, then gone for- 
ever.” 

The remaining one-third, if obtain- 
ed by supegor wit or physical force, 
have certain inescapable defects. 

Jesus said, “Blessed are the peace- 
makers for théy shall be called the 
children of God” (St. Matthew v, 9). 
He did not exalt the combative, the 
truculent, the fierce, the irreconcila- 
ble. Besides, conference frequently de- 
mands more courage than _ contro- 
versy. Prejudices have to be chal- 
lenged and ancient customs withstood 
by peaceful penetration. 

I question if a braver Christianity 
has been found among men than that 
of the Friends. They have made even 
their enemies respect them. Yet they 
do not cry or strive, nor cause their 
noise te be heard at the street cor- 
ner. The man or woman dedicated 
to religious harmony has to expect 
blame and «misunderstanding and 
should not complain of them so long 
as they are sincere. 

John Wesley, as intrepid a soul as 
ever lived, said in his sermon on 
schism: “Happy is he that attains 
the character of a peacemaker in the 
Church of God. Why should you not 
labor after this? Be content, not to 
stir up strife; but do all that in you 
lies to quench the very first spark 
~ Poach . « the God of peace is on your 
side, 


Moreover, there is quite as much 
of the affirmative and constructive in 
this blessed enterprise as in the often 
empty victories for which men have 
contended till their sun went down. 
To show the common basis underlying 
all honest thinking, to correct if pos- 
sible the misunderstanding which 
separate well intentioned people, to 
promote the unity of human brother- 
hood as our Creator proposes it, are 
the works not of negation and re- 
proach, but of Christian statesman- 
ship in church and nation alike. I, 
therefore, do what little I can to pro- 
mote these desirable ends. 


1928, for The Constitution.) 
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The Constitution. 

New York, July 3.—A handsome 
Russian, who in czarist days was a 
military attache at embassies of his 
country in European capitals, is sup- 
porting his social career in New York 
as a professional blood giver. He 
gets $100 a quart for his life fluid. 

At a smart affair the other evening 
he received a phone call and rushed 


to his hostess with apologies. “A 
very dear friend has been taken to 
the hospital.” He is used to making 
such excuses, for he is subject to call 
at any time, and in the fashionable 
circle in which he moves, with hopes 
of obtaining a rich wife, there is the 
impression he is an adviser on Rus- 
sian affairs to a Wall street concern. 
_He appeared at the hospital in eve- 
ning attire and went through the 
operation nonchalantly. When it was 
over, and the doctor was examining 
him, the Russian casually asked the 
patient's name, He likes to keep a 
record of those whose blood is mixed 
with his. Not always, however, do 
hospitals supply this information. 

“The patient is Miss »’ said 
the doctor, giving a name in the so- 
cial register. 


The blood-giver was startled. “Good 
lord! spent half of last week's 
blood money for orchids for her.” 

After refusing to accept his usuai 
blood-giving fee, the Russian exacted 
a promise from the physician that 
the young woman would never learn 
his name. 

“Your blood saved her life,” the 
doctor told him. 

“I'd die of shame if she knew JI 


did this for 
sponse. 

The doctor who told me this didn’t 
think it was suitable for publication. 
‘because nobody will believe it.” But 
truth is stranger than fiction. 

2 « = 


Felix Shoepolish, most celebrated 
cat in New York, is dead. Ironically, 
his passing went unchronicled in the 
metropolitan newspapers, 

For 10 years Felix was master of 
Zoe Beckley’s house in West Tenth 
street. Miss Beckley, noted writer, is 
hostess of a salon that one time or 
another attracts all the celebrities. 
Felix discovered that not only may a 
cat look at a queen, but a cat may 
sit in a queen’s lap. For he knew 
Queen Marie, of Rumania, whom Zoe 
Beckley visited in Bucharest and col- 
laborated with in the preparation of 
stories, 

When a newcomer appeared at the 
Buckley salon Felix either displayed 


a living,” was the re- 


his disapproval by leaving the room, | 


or by immediately recognizing the 
visitor as a comrade and climbing the 
newcomer’s leg to the lap for a 
snooze. He was constant in his likes 
and dislikes. He never made up with 
persons he ignored on a first meet- 
ing. 
7. * 7 

The scion of a noted family sent 
his fiancee, sailing for Europe, a bon 
voyage basket that cost $1,000. It 
contained, besides the usual candy, 
fruit and books, a fluffy white poodle 
tied with silk ribbons and nestling in 
silks and furs. The basket, itself a 
work of art, was trimmed with an- 
tique embroidery and lace. A shop 
specializing in bon voyage gifts, puts 
up a. box of candies priced at $100 
and sells many of them. 


Editor Constitution: Observing your 
editorial in a recent issue, entitled 
“The Atlanta Symphony Orchestra 
Association,” I am wondering if it 
is not legal to sell tickets on Sunday 
since the Southeastern Fair associa- 
tion, which is a lessee of city prop- 
erty, is operating various devices of 
amusement on Sunday under police 
protection and, of course, sell tickets 
on that day. 

I think that the citizens of Atlanta 
who enjoy hearing a symphony orches- 
tra should have the same right on Sun- 
day as those who patronize the amuse- 
ments at Lakewood park. 

ARTHUR HAAS. 


E. 
Atlanta, Ga., July 3, 1928. 
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BY CHARLES B. DRISCOLL 


|The World and All | 


IN DEFENSE OF MILLIONAIRES. 

Some minister of the gospel was 
widely quoted recently to the general 
effect that our American millionaires 
are sadly under-cultured and vulgar. 
The noted divine was credited with 
saying that our millionaires give away 
millions of dollars to colleges and li- 
braries and schools as a sort of com- 
pensation to themselves for their own 
lack of culture. The general impres- 
sion given by this speaker was that 
American millionaires make fools of 
themselves by giving away so much 


1 


money to institutions of learning, 


thereby letting out of the bag a cat 
that meows out loud concerning the 
rich men’s lack of learning. 


: I know exactly what the minister 
is driving at, and I wholly disagree 
with him. 

We have in this country some of the 
richest and best equipped colleges and 
museums and art galleries and labora- 
tories in the world, because certain 
American rich men have been imbued 
with a desire to give to future genera- 
tions of Americans advantages of edu- 
cation and culture that these men have 
not themselves enjoyed. Is there any- 
thing discreditable in that? Quite the 
contrary, I should think, 
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Health Talks 


BY DR. WILLIAM BRADY. 


LITTLE CHUNKS OF COLD 
LOGI 


C. 
No. 6—Meeker and Milder. 

As I glance through your articles, 
writes a keen critic from a distant 
city, I am often moved to wonder how 
one small head can possibly contain 
all you are sure you know about your 
special line of work. It must be most 
| gratifying to know more than all the 
great scientists, who by the way never 
claim to know all that is to be known 
in their special field of endeavor. 

There is no question that the pub- 
lic, generally speaking, needs good 
wholesome education in matters per- 
taining to the layman’s share in im- 
proving individual and public health; 
that they need to be broken of the 
patent medicine habit and fear of wa- 
ter, inside and out, but you advocate 
an extreme policy that is not without 
its dangers for individuals who 
not have the judgment to recognize 
their own idiosyncrasies and act ac- 
cordingly. I, myself, have been accus- 
tomed to a warm bath followed by a 


the 35 years I have lived, and it has 


comfort during menstrual periods, but 
let me sit around with cold wet feet 
and in no time I am doubled up with 
cramps and have a severe headache. 
I am absolutely free from cri, as you 
term it, but a sudden chilling when I 
}am warm and a very freely 
never fails to produce neuritis at some 
point or other of my body. How do 
{you explain this? Neuritis is a doc- 
ltor’s diagnosis. 


Ranchmen all over the great north- 
west are particularly careful to guard 
their herds of sheep from cold and wet 
just after they have lost their fleeces, 


the same flock that have not been 
sheared are unaffected. Why is this? 
It is not a superstition, bué a fact that 
they must reckon with or lose thou- 
sands of dollars, 


If, as you assume, you are.the only 
honest, capable medical man in the 
land you owe it to yourself and ‘to 
your country to begin at the source 
of all trouble and educate the mien of 
your own profession, rather than 
waste such matchless wisdom on us 
poor ignorant laymen. 

Very truly yours, 
MRS. N. A. H. 

There is no difficulty about the ca- 
pacity of my head. Owing to abnormal 
sensitiveness about the denuded area 
[ frequently wear a lid, size 7 1-4. 

You say, madam, that the surface 
chilling, immediately after a warm 
bath, makes no difference in your 
health or comfort at any time, and 
then you say that cold wet feet or a 
sudden chilling will never fail to give 
|} you cramps, headache or neuritis. I 
wish that besides being warmer and 
wilder you would be a little clearer. 

If dny doctor diagnoses “neuritis” 
on the basis of pain, ache, discomfort 
or whatnot, here or there, now and 
then, he is comical one, 

The notions of ranchmen about the 
health or sickness of their sheep have 
no more weight with me than the no- 
tions of a good dog breeder of fancier 
about the health and sickness of dogs. 
I do not doubt that sheep or lambs 
may freeze to death or die from depri- 
vation, but I want a veterinarian’s 
testimony about the pneumonia of 
sheep that have lost their fleece, and 
a pretty good veterinarian at that. 
Plenty of well meaning old horse 
déctors have assured me that a horse 
will take cold and probably die if al- 
lowed to stand out in the cold un- 
blanketed after getting overheated and 
in a profuse sweat. I don’t believe it. 
[ believe these good old horse doctors 
are just kind hearted and anxious to 
have the poor dumb animals kindly 
treated. But I don’t believe a horse 
would do any such thing, any more 
than a man would, and I am perfectly 
willing at any time to try the experi- 
ment myself if any scientific person 
believes that one is likely to suffer 
any illness from such exposure. 

I do not doubt, Mrs. H., that you 
suffer the pain or ache you call “neu- 
ritis,” just as you say you do. Nor 
do I doubt that you suffer cramps, or 
headaches, just as you say you do, I 
only contend that chilling or wet cold 
feet cannot be blamed for such trou- 
ble. Normal women do not suffer 
such trouble from any such causes or 
fancied causes. There must be some- 
thing wrong with your health, that 
makes you so age rly sensitive. 

Certainly cold tends to aggravate 
cramps and warmth tends to relieve 
them, no matter what their cause or 
character. Cramp is muscular spasm. 


do | 


cold shower 365 days in the year for 


made no difference in my health or 


because they will often die by hun- 
dreds of pneumonia, whereas sheep of 


. 
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Cinema audiences here have begun to 
laugh out of turn. Blood-curdling 
melodrama on the screen often stirs 
a riple of mirth out front. 

Thus we have a crowd that titters 
when the wild-eyed heroine empties 
her automatic with tragic effect. Yet 
such climaxes are serious, or inten- 
tionally so, anyhow. 

Is it possible that Dumb Dora and 
Loggy Lester, those mythical and all 
omnipotent individuals who are sup- 
posed to set the standard, are forsak- 
ing ancient standbys and thinking for 
themselves? 

It may be, who knows? But this 
much is certain: in the past six 
months I have seen numerous audi- 
ences convulsed with laughter when, 
by all the sainted traditions of the 
screen, they should have been on seat 
edges, panting for breath. 

There, for instance, on the screen, 
we have a tense situation. The star's 
eyes blaze, her bosom is tumultuous. 

Then, oh, then! . she cannot 
bear it, watching him expire. You can 
see her fluttery little fist crammed 
into a distorted mouth, (this is a 
standardized gesture signifying 
morse) globular tears gush from hor- 
ror-stricken, staring, eyes. 

At this juncture Dumb Dora, in the 
audience, nudges Balmy Oscar, who 
giggles. Everywhere elbows are busy, 
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of City 
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Life 


ribs are shaking. Someone laughs, 
someone roars. 

An_ honest-to-goodness reaction, is 
what I call it. Reactions, as everyone 
knows, are terrific things. The num- 
ber of evils that can beget reactions 
is limited only to the number of view- 
ers-with-alarm. 

Hooray for the reaction ! 

a 


Every driver in the rush hour em- 
broglio of traffic was painfully cour- 
teous to this fellow motorist who min- 
gled timidly among them. The man 
was operating a red truck labeled “Du 
Pont Dynamite,” which may have ex- 
plained it. 

. 


Things Were Different 
A Half Century Ago 


(Believe it or not, this is what they 
drank in ’78). 

The old mineral spring, near the 
roundhouse of the Western & At- 
lantic railroad, is visited daily by 
many of our prominent citizens, 
who go there for the purpose of 
drinking the fine water from that 
spring.—From The Constitution 
files, June 11, 1878. 


YOUR BOY AND YOUR GIRL 


BY ARTHUR DEAN, SC, D. 


AROUND THE FAMILY CIRCLE. 

Stage setting: Center table upon 
which pamphlets, leaflets, circular 
Jetters and catalogues of summer 
camps. 

Characters: Father, mother and the 
boy. 

“Oh, ma, here’s the one for me! A 
sailing camp and salt water swim- 
ming.” 

“No, my boy, I’m afraid of salt 
water. Sailing boats are too danger- 
ous. I wouldn’t mind if the camp 
; were on fresh water somewhere” 

“You're wrong, ma. There's more 
danger on fresh water with squalls 
than there is on salt water. Besides, 


they have a trained skipper at this 
camp.” 

“Oh, mama, here’s a peach! Aero- 
planing is provided for when the par- 
ents give permission.” 

“It is just as well, son, that they 
put in that permission business, be- 
cause you never will get my permis- 
sion to go up in the air. It’s bad 
enough these days to have two feet 
on the ground with all the rattle- 
snakes which may bite you and the 
falls you'll get clmibing over rocks 
and up trees. No, you can’t go to 
that camp.” 

“Here’s a camp,’ ‘speaks up father, 
“that strikes me—a camp without 
extras. I’m told that in many camps 
after you make a deposit you are 
ealled upon to provide a lot of extras 
and the bof needs apy quantity of 
spending money in order to keep up 
with the rest of the gang. But, on 
reading further, I see this camp is 
out of the question, because it’s a 
horseback camp. Remember, Uncle 
John was permanently maimed for 
life through a horse kicking him, and 
we don’t want any such accidents in 
our family.” 

“This one sounds good,” says 
mother, “only the language is rather 
complicated. It says it stimulates the 


some abnormal condition, some disease, 
minor or major, functional or struc- 
tural, that happens to give rise to 
cramps or a spasmodic tendency, that 
individual is likely to be abnormally 
sensitive to cold, which stimulates or 
excites the muscu spasm. 

I am afraid I not maintain the 
claim that I know it all. Dr. Peter 
Heinbecker, of St. Louis, Mo., told 
the American Society of Immunolog- 
ists May 2, that Eskimos never get 
“eommon colds” in spite of their ex- 
posure, unless the “colds” are intro- 
duced by an outsider. Maybe the 
Eskimos lack horse sense or a sbeep- 
ish instinct. | 


| Warmth relaxes. If an individual has] (Copyright, 1928, for The Constitution.) 


development of an intograted person- 
ality.” 

“Huh, I don’t want that camp, 
ma,” 


“Oh, dad, here's just the camp; 
‘Rates moderate, rifle range, canoes, 
bowling alleys, and 250 acies on a 
secluded lake.” 


“Yes, but how are you going to get 
hold of a doctor if you are sick?” 


“But, mom, they’ve got doctors 
right in camp. Besides, you don’t get 
sick in camp.” 

“I’m not going to have my boy 
shooting rifles or playing in bowling 
alleys.” 

And meanwhile the clock ticked and 
the, hands moved forward, and ne 
camp was selected that night or in 
fact any other night. 

The camp must fit the boy and the 
boy the camp. Somewhere in this 
wide world there is a camp which 
will fit the requirements of this par- 
ticular boy. It is not likely one can 
be found which has no water for 
boating, for swimming, no rifle range, 
no trees and rocks to climb, no acres 
to roam over and no horses to ride. 
If parents are not ready to let their 
boys learn to swim, to shoot, to ride 
and even to fly, the best place for 
their youngster will be a high chair 
at home. 

The dangers of camps are not in 
the activities of the boys. They are 
in the activities of the germs in the 
water and sewerage, the inactivity of 
a poor cook, the money-making urge 
of a commercialized director, the lack 
of supervision with reference to 
sleeping arrangements, and the failure 
of the director and his assistants te 
buil” up a camp with an outstanding 
personality, which will be reflected in 
an outstanding boy. 

OUR CONVERSATION .CORNER. 

Very Likely All b 
Three of us boys are camping 
out near a girls’ camp. All of us 
are stuck on one girl. We are 
only kids, but it is serious. Now 
how can anyone tell which one 
she likes best? I want to test her 

out. I am 15 and she is 14 1-2. 

SERIOUS-MINDED. 

Answer—Starting pretty early, my 
boy, in trying to know the unknow- 
able and to comprehend the incom- 
eee npn She will like one of you 

use you dance, sing, play, joke 
and have a patent-leather haircomb. 
Anotlier may be liked because he is 
strong and manly and she pictures 
him as a rough-riding movie actor. 
And another may be quiet, gentle- 
manly, sympathetic, faithful and 
rather inobtrusive; she is not “crazy 
over him,” but she counts on him. 

A girl of her age is not going to 


boy. 
1928, for The Constitution.) 
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BEGINS SOOM 


Me ee 


An early beginning on resurfacing 
work on worn areas of Peachtree 
road, between the city limits and 
Buckhead, was forecast Tuesday when 
the Fulton county commission tenta- 
tively. approved a bid for the work 
submitted by the Warner Brothers 
company, of Boston. 

Under the plan, badly-worn sections 
of asphalt will be taken up and re 
placed with a similar composition on 
either side of the street car tracks, 
while an effort will be made to have 


_ the Georgia Power company concur in 


@ proposal to concrete the track areas. 
The franchise held by the Power 


company, granted when Peachtree 
road was surfaced with clay-bound 
macadam, set out that the track areas 
were to be maintained in a condition 
relative to the surface at that time. 

Commissioners expressed the hope, 
however, that the power company 
would aid in bringing the thorough- 
fare up to modern standards. Pav- 
ing along the car tracks, in its pre- 
ent state of disrepair, is dangerous to 
motor traffic, it was said. 

ohnson Named Delegate. 

Commissioner Walter F. Johnson. 
chairman of the public works commit- 
tee, was delegated by the board to 
confer with power company officials 
in an effort to work out an agreement 
on the proposal to concrete between 
the car tracks, 

A proposal to resurface Fifteenth 
street, between Peachtree street and 
Piedmont avenue, was referred to the 
public works committee. 

Half a mile of paving and grading 
on Montgomery drive, from North 
Boulevard to Piedmont road, was pass- 
ed by the beard for this year’s pro- 
gram, 

The board appropriated $1,000 to the 
Georgia association for. educational] 
work ih the rural districts of the state, 
and allowed $1,250 toward the forth- 
coming Labor day celebration, at re- 
quest of a representative from the At- 
lanta Federation of Trades. 

Sewer Resolution Revised. 

At the request of the city, the reso- 
lution letting contract for the Lloyd 
street sewer, extending from the At- 
lanta & West Point belt line to Boule- 
vard, at a cost of $108,995, was revised 
to allow the city to pay the $100,000 
lump quota originally agreed upon in 
monthly installments, as the work 
progresses. 

Under terms of the _  city-county 
agreement. the county is to pay the 
$8,095 difference between the city ap- 
propriation and the contracted price 
for the job. 

On a motion from Chairman Walter 
B. Stewart, the commission passed a 
resolution of sympathy for the family 
of the late Dr. W. J. Blalock, founder 
of the Fulton National bank, whose 
death occurred Sunday. 

A $1,500 increase in the $20,000 ap- 
propriation recently made to the Bat- 
tle Hill sanitarium was voted Tuesday 
to allow for building improvement at 
the institution. 


CAROLINA GIRL WIS 
INBEE BEAUTY RACE 


3,.—(P)— Miss 


Savannah, Ga.. July 
Jessie Addison, of Fairfax, S. C., was 
adjudged the most beautiful of the 
104 Georgia, Florida and South Caro- 
lina county queens attending the Sa- 
vyannah water carnival, at the beauty 
contest this afternoon at Tybee. Miss 
Addison represented Allendale county. 
South Carolina. 

Miss Doris Palmer, Tennille. Ga.. 
was awarded second place in the 
beauty contest. Miss Palmer was a 
Jady in waiting to “Miss Washington 
County,” represented by Miss Edna 
Lawson, of Sandersville. 

Immediately after announcement of 
the judges’ decision, Miss Addison 
was crowned “Miss South Carolina.” 
By winning the beauty contest. she 
also wins a trip to Canada this sum- 
mer, with all expenses paid. 

After the beauty contest, the queen's 
banquet, attended by all the county 
queens and their attendants, was giv- 
en. ‘The queen's ball followed the 
hanaquct, and concluded the second 
day's program of the water carnival 

Diving and swimming contests 
were held this morning. The Charles- 
ton. S. C., team won the inter-ci.y meet 
with a total of ST points. Savannah 
was second with 83 points, and Bruns- 
wick gathered only one point. ‘The 
county queens enjoved a dip before the 
swimming contests. A _ bait-casting 
tournament was held this afternoon. 

The water carnival will close to- 
morrow with an all-day trap shoot, and 
a luncheon for the queens. 


' suecessful conclusion of the tick erad- 
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EXCURSION 
JULY 7th 
ATLANTA 


Charlotte .... 
Gmeeter ....... 
Clinton ..... 
Columbia ... 
Greenwood . 
Monroe .... 


Wadesboro .. 


FINAL LIMIT JULY 10TH 
SLEEPERS AND COACHES 


34 Walton St., N. W. 


Seaboard Air Line 


{Clear Holiday 
Promised City 
ByWeatherman 


With no immediate sign of rain in 
sight today will be just another “nor- 
mal hot July day” with the tempera- 
tures slated to range above 90 dezrees, 
according to the predictiuns cf C. F. 


von Herrmann, meteorologist of the 
local weather bureau. 

There won't be much breeze stirring 
around today, Mr. yon Herrmann said, 


and the day as a whole will Le about 
the same as Tuesday, with the mer- 
cury a trifle higher. Tuesday’s temper- 
ature began at 78 degrees in the morn- 
ing and ranged as high as 91 degrees 
during the day, 


PETER F. BAHNSEN 
SEEKS ASSEMBLY 
SEAT IN SUMTER 


Americus, Ga., July 3.—(Special.) 
Dr. Peter F. Bahnsen, former state 
veterinarian, today announced himself 
a candidate for the general assembly 
from Sumter county. Dr. Balhnsen, 
one of the most widely known figures 
in the state, bases his candidacy upon 
a platform of agricultural expansion 
and improvement, giving approval to 
the effort to bring textile and other 
the 


manufacturing industries into 
state, 

Under his direction as state veteri- 
narian the cattle fever tick was en- 
tirely eradicated, with resultant sav- 
ings of millions of dollars to Geor- 


gia cattle raisers. Previous to the 


ication campaign, Georgia cattle 
could be sold within only a_ limited 
area outside the confines of the state, 
but now cattle from Georgia are s@id 
for foundation herds. and other pur- 
poses in almost every state in the 
union, 

Dr. Bahnsen declares that no de- 
velopment promising greater benefit to 
a larger number of people can be un- 
dertaken than the protection and ex- 
pansion of Georgia’s§ agricultural 
live stock and poultry industry. Giv- 
en reasonable opportunity, he says, 
this state is destined within the ext 
decade to become one of the largest 
livestock producing states in the union. 
Everything needful, he says, to the 
production of live stock, including 
poultry, exists in abundance upon 
farms throughout this entire section. 
The water supply is plentiful almost 
everywhere, and weather conditions 
are ideal, he declares. In the opin- 
ion of Dr. Bahnsen, a gigantic live- 
stock and poultry industry can be 
quickly built up in this section of 
Georgia within a short while, pro- 
vided encouragement is given the in- 
dustry in the enactment of beneficial 
laws. Dr. Bahnsen is popular through- 
out Sumter county, and his candidacy 
has been well received among his 
friends here. 


4 NEW INDICTMENTS 
FOUND IN ADAIR CASE 


Four additional indictments embrac- 
ing a total of 77 counts were returned 
Tuesday by the federal grand jury 
charging four officials of the bankrupt 
Adair Realty & Trust Co., with using 
the mails to defraud in connection 
with alleged bond transactions aggre- 
gating more than $4,000,000. 

Officials named are Forrest Adair, 
Sr., chairman of the board; Frank 
Adair, president; Forrest Adair, Jr., 
first vice president, and Evans A. Er- 
win, executive vice president. Bond of 
$15,000 each was posted by the four 
officials when jndictments against 
them were voted on May 29, 1926 by 
a federal grand jury which met at 
Gainesville, Ga. 

Bond in the new cases will not be 
assessed until after the Fourth of July 
holiday, it was said by federal officials 
Tuesday. 

The true bills returned Tuesday list- 
ed the same three hotel financing op- 
erations detailed in the indictments re- 
turned at the Gainesville session, to- 
g@thér with a fourth project in San 
Antonio, Texas. 

The great number of counts are due 
to the number of papers and letters 
handled by the grand jury and listed 
in its findings, federal officials said. 
Witnesses from 31 states to the num- 
ber of approximately 150 testified be- 
fore the grand jury at a session which 
began Monday a week ago. 


DR. JONES TO DELIVER 
JULY FOURTH ADDRESS 


Dr. Carter Helm Jones, pastor of 
the Second Baptist church, will de 


ARPORT BULOING 


Mayor I. N. Ragsdale Tuesday ap- 
proved all papers sent to him by gen- 
eral council with the exception of 
two—one providing for 30 days va- 
cation for each of the two judges of 
the recorder’s court, and the other re- 
lieving a sewer assessment. He with- 
held action cn them pending further 
study. 

Among the papers which he sanc 
tioned was one providing $5,000 for 
erection of a combination postoffice, 
weather bureau and radio _ station 
house at Candler field, Atlanta’s air- 
port, and another amending an ordi- 
nance affecting award of contracts for 
city work so that contractors will not 
be forced to submit a statement from 
banks as to their financial responsi- 
bility. It was held that the surety 
bonds which the city required indem- 


nifies the city from any loss and is 
sufficient. 

Alderman William B. Hartsfield, of 
the third ward and chairman of the 
aviation committee ef city council, 
Tuesday received a communication 
from W. Irving Glover, second assist- 
ant postmaster general, congratulat- 
ing the Atlanta city council and other 
officials for the prompt action taken 
in providing proper housing for gov- 
ernment agencies at the airport. 
“This prompt action on the part of 
Atlanta is ind‘eative of the progres- 
sive spirit of its citizens and is an- 
other indication that Atlanta is des- 
tined to become the hub of aeronau- 
tical activities of the southeast,” Mr. 
Glover said. “I wish to thank and 
congratulate you on the response you 
made to the governmental request for 
additional faciljties at the field.”’ 
Immediately following action of 
council Monday afternoon in voting to 
amend the contract ordinance, Alder- 
man Robert E Gann,,.of the sixth 
ward, fathered a motion which re- 
ceived the unanimous vote of council 
and which rejected about $100,000 
worth of bids for new ‘sewer con- 
struction on the theory that bidders 
were restricted by the old provisions 
requiring a bank statement. 

Mr, Gann contended that provisions 
of the old ordinance were manifestly 
unfair in that they required a surety 
bond and at the same time a bank 
statement. He was supported by other 
members of council. 
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GATHER THURSDAY 


Between 500 and 800 fire chiefs of 
the southeastern states will gather in 
Atlanta Thursday for the first annual 
ctonvention of the southeastern di- 
vision International Association of 
Fire Chiefs, it was reported here by 
officials Tuesday. 

Mayor I. N. Ragsdale will address 
the. conferenfe at its opening session 
at 10 o'clock Thursday morning, in 
the city auditorium, welcoming the 
visitors to Atlanta. The response to 
the welcome will be made by Chief 
John M. Evans, of New Orleans. The 
convention will continue through Sat- 
urday, with an elaborate entertain- 
ment and business program planned 
for the occasion. 


Headquarters for the convention 
will. be at the Ansley hotel, where 
registration will begin at 8 o'clock 
Thursday morning. Chief J. T. Me- 
Nulty, of St. Petersburg, Fia.,. presi- 
dent of the southeastern division, will 
preside at the business session. Music 
for the onentng session will be fur- 
nished by Dr. Charles A. Sheldon, 
city organist, and the Atlanta police 
band. Invocation by the Rev. Rich- 
ard ~-me Flinn will follow the sing- 
ing of “America,” while a vocal selec- 
tion by Miss Margaret Battle will 
precede the weleoming addresses. The 
morning meeting will be terminated 
by the president’s address. 

At the afternoon session, which 
will start at 2 o'clock, reports will be 
delivered by Chief H. E. Whitener, of 
Hickory, N. C.; Chief Donald White, 
of Florence, Ala., and Chief H. R. 
MacMillan, of Jacksonville, Pla. A 
demonstration of fire appliances will 
be given at 4:30 o'clock. Dinner at 
the Ansley hotel, a theater party for 
the ladies at the Capitol theater and 
a smoker at the hotel for the men 
will complete the first night's enter- 
tainment. 

Fire chiefs presenting topics and 
reports on Friday will include D. W. 
Brosnan, of Albany, Ga.; John H. 
Monroe, Savannah; R. A. Foster, 
Portsmouth, Va., and Fire Commis- 
sioner Sherwood Brockwell, of 
Raleigh, N. C. The annual banquet 
and ball will be held at 8 p. m. on 
the Ansley hotel roof, 

Blection of officers and 
business will be concluded at the 
Saturday morning session, while 
busses will leave the city auditorium 
at 12:30 o'clock in the afternoon to 
tnke those attending the convention 
to Stone Mountain for the convention 
barbecue. 


routine 


U.S. PRISON ENDS 


POST “STOP” SIGN 
REQUIRES NO STOP 


It is not a violation of the traffic 
ordinance for a driver of an automo- 
bile to .turn right into a main high- 
way from a cross street without 
bringing his car to a complete stop, 
it was ruled in police court Wednes- 
day afternoon by Judge A. T. Calla- 
way. The ruling applies even in cases 
where “Boulevard Stop” signs have 
been erected. 

“It is permissible to make a right 
hand turn on a red traffic light,” 
the judge said in explaining his rul- 
ing, /‘so there is no reason why a 
machine should come to'a dead stop 
before turning to the right into a 
main highway.” 


DOCTOR CHARGES 
WIFE’S JEALOUSY 
HURT HIS PRACTICE 


Dr. Henry G. Bowden, proprietor 
of a sanitarium on Edgewood avenue, 
in a suit for divorce filed in superior 
court Tuesday against his wife, Res 
sie, charged that jealousy over his 
women patients prompted her to nag 


him continually. 

Dr. Bowden, in addition to the di- 
vorce, sought an order restraining his 
wife from entering the sanitarinm, 
where she has been driving away pa- 
tients, the husband sets out. 

Judge E. D. Thomas, pending trial 
of the divorce case, set Saturday as 
ow hearing date on the injunction 
plea. 


YEAR WITH RECORD 
OF NO ESCAPES 


Believed to be a record in the his- 
tory of the Atlanta penitentiary, rec- 
ord books Tuesday revealed that not 
a single escape occurred from the fed- 
eral prison during the fiscal year end- 
ing June 30. No escape took place 
at either of the two honor farms on- 
érated in conjunction with the pris- 
on, nor in transferring prisoners, 

This is regarded as especially no- 
table, since Warden John W. Snook 


has housed more prisoners than ever 
before in the history of the pen dur- 
ing the past 12 months. The num- 
ber of inmates at one time reached a 
total of 3.499, or 235 more than ever 


had been handled before. 
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AT LAKEWOOD PARK 


All the thrills connected with July 
Fourth will be on schedule :oday at 


Lakewood park, at the annual Inde- 
pend: : day celebration, 


Daylight fireworks, auto races, a 


motor style revue, a parachute leap 
from a speeding airplane to the in- 
field lake and a brilliant display of 
fireworks at night will be the out- 
standing features. Band concerts will 
be given at the grandstand both after- 
noon and night, picnie grounds will te 
available free all day and all rides, 
concessions and other park amuse 
ments will be open throughout the day. 

Fred Horey, four times world cham- 
pion; Eddie “Pop” Daily, who defeated 
Sig Haugdah! in the last 100-mile race 
here; Joe “Fuzzy” McElroy, daring 
little Chieago collegian; “Wild Sam” 
Purvis, Florida champion; Buddy and 
L. J. Calloway, of Macon; Phil Shafer. 
winner of a feature event last fall: 
Howard Miller, of Tampa: Johnny 
DePalma, fiery little Italian, and 
others are slated to start in the auto 
races, which begin at 2:15 o'clock. 
A motor style revue will precede the 
races. 

Jesse Exum, of Candler field, will 
attempt a parachute leap from a speed- 
ing air>lane piloted hy Beeler Blevens, 
into the infield lake. In spite <«: 
recent disastrous attempts, Exum be- 
lieves he can make the leap safely and 
there will be boats waiting to rescue 
him when he lands. He will jump at 
4 o'clock. 

Finals in the motor style revue will 
be held in front of the grandstand, to 
be followed immediately. by a gigantic 
Thearle-Duffield fireworks display. A 
replica of the Stone muvuntain me- 
morial will be one of the fireworks 
foatures, while another big feature will 
be a reproduction of the battle of 
Manila bay. All the roar and din 
of destruction of a naval battle will 
be reproduced in the number. There 
will be many other specia] numbers, 
and a grand finale that will include 
the simultaneous flight of 100 rockets 


CALVARY CHURCH CLUB 
PRESENTS 3-ACT PLAY 


The K. K. K. club of the Calvary 
Methodist church presented a three-act 
play in the auditorium of the church 
Tuesday night. “The Deantown Crier” 
was the title of the production, which 
was under the direction of Miss Louise 
Coker. Icy Burke, Joe Means and 


NINE GEORGIA MEN 
ORDERED TO REPORT 
TO FLYING SCHOOL 


From a total of 25 civilians who 
have qualified for appointment as fly- 
ing cadets in the fourth corps area, 
eight of the number are Atlantans, and 
an additional candidate is from Athens, 
it was announced by Major General 
Richmond P. Davis, commander of the 
area. Orders now are being issued 
these qualifiers to report to Brooks 
field flying school, Texas. 

The Georgians who are eligible to 
become flying cadets are H. A. Park- 
er, Athens: P. D. Coates, R. C. Hood, 
J. G. Nichols, R. M. Page, L. A. Rob- 
erts, M. S. Savage an@ A, W. Shep- 
herd, all of Atlanta. . 

Seventeen men from this state are 
called to active training duty in the 
training camps of this district by or- 


ders issued recently. They are: S. 
H. Shippey, T. J. Allen, J. M. Miles. 
H. A. Turner, J. M. Soule, J. F. Ham- 
mond, W. P. Briggs, Charles Ham- 
mond, of Atlanta; G. H. Heakes, of 
Savannah; J. L. Ricketson, Gilliam 
Clark, of Macon; Harry Haverstick. 
of Quitman: W. C. Miles, of Griffin: 
Cornelius Hall, of Fort Valley: H. H. 
Haag. J. H. McDonald, of East Point, 
and O. H. Sale, of Augusta. 


830 COMMISSIONS 
GIVEN GRADUATES 
IN R.0.T.C. COURSES 


Eight hundred and thirty reserve 
officers and 212 other men assured 
of commissions when they reach the 
required age are the results of the R. 
O. T. C. training courses in the south- 
eastern universities and colleges dur- 
ing the past school year, it has been 
announced by headquarters of the 
fourth corps area. Of these 1,042 
graduates who were offered commis- 
sions at the end of their courses there 
was not a single rejection. 

The Clemson Agricultural college. 
South Carolina, stands first among 
the schools in number of graduates to 
join the organized reserves, One hun- 
dred and sixty-nine of its graduates 
were commissioned, followed by Ala- 
bama Polytech with 157 and Georgia 
Tech with 145. 

The total number of new officers 
indicates the popularity of the R. Q. 
T. C. training courses in the southern 
colleges, and is an appreciable increase 
over former years. In the event of 
: \other national emergency, these 
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“Farming in south Georgia is more 


prosperous than I have ever seen it,” | 


oa 
A: 


Dr. Walt Holeomb, pastor of the — 


Hyde Park Methodist church, of 
Tampa, Fla., remarked Tuesday upoh © ~ 


arrival in Atlanta after motoring 
through the country from Florida. 


Large farm houses and well-paint- 


eRe 
af 
ak 
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ed barns, numerous automobiles and. — 


substantial-looking crops witnessed by © .— 


Dr. Holcomb. on his tour northward 
was the basis for this remark, he 
stated, 


a 
«aE 


> . 


Durihg his stay over in Atlanta ~— 


the preacher renewed old acquain- 
tances, this city having formerly been 
Dr. Holcomb's headquarters when he 


was widely known in general evangel-_ 


ical work for the Methodist Episcopal 


Church, south. While engaged in this — 4 


service Dr. Holcomp conducted revival 
meetings in practically every state in 
the union as well as in a number of 
European countries. 


Although he has been in the pas-. r 


torate for nearly three years, Dr. 
Holeomb’s name is closely identified 
with evangelism in this section. In 
addition to his own prominence in 
this field, Dr. Holcomb married the 
youngest daughter of the late Rev. 
Sam Jones, of Cartersville, Ga., who 
was one of the most noted revivalists 
in America. Dr. Holeomb’s wife, the 
former Miss Julia Baxter Jones, a 
sister to the late Paul Jones, editorial 
staff member of The Constitution, is 
accompanying her husband with their 
children. 

The family 
en route to Lake Junaluska. near 
Asheville, N. C. The annual Method- 
ist conference is held at Lake Juna- 
luska and the Holcomb family has a 
summer cottage there. 


BULLETIN SHOWS 
STATE PRODUCTS 
AND ADVANTAGES 


Copies 6 “Georgia and Her Re- 
sources,” a quarterly bulletin issued 
by the state department of agricul- 
‘ure, are being distributed throughout 
the state. 

The new issue contains a cover page 
printed in colors and has numerous 
colored illustrations of various Georgia 
products. It also contains numerous 
views of Georgia cities and many 
pointe of interest in the state. It con- 
tains much information concerning ag- 


— through Atlanta 
Cc 


Eunice Jernigan were cast in the 
principal roles. 


reserve officers will be the basis of 
the national army organization. 


ricultural, mineral and manufacturing 
advantages of the state. 


Ivan Allen 


W. M. Camp 


W. E. Chapin 


S. C. Dobbs 
H. R. Durand 
W. S. Elkin 
J. S. Floyd 


Lee Hagan 


Harold Hirsch 


liver a Fourth of July address to the 
local members of the Daughters of the 
American Revolution at the Atlanta 
DD. A. R. chapter house at 11 o'clock 
this morning. 

Regular prayer meeting service will 
be held at the Second Baptist church 
at 7:45 o’elock tonight, Dr. Jones 
will use as his subject, “Faith and 
Fact,” taken from the eleventh chap- 
ter of John. A conference also will 
be held at the night service to se 
lect a committee to recommend selec 
tion of a new pastor to fill the place 
which. Dr. Jones recently vacated to 
accept a call from a New Orleans 
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fo 
July 4th 


‘Our Store 
Wl] Be 


111 Peachtree St. 


Closed: j 


MAIER & BERKELE, Inc. 


For forty-one years the leading jewelers of 
the South 


charge. 


Established 1887 


R. B. Pegram 
J. H. Porter 


é - 


J. J. Spalding 


Sam Tate 


DIRECTORS 


William C. Bradley 


J. Bulow Campbell 
C. Howard Candler 
William Candler 


Robert D. Cole 
Robert L. Cooney 
Henry W. Davis 
William J. Davis 
James L. Dickey 


Thomas K. Glenn 
John N. Goddard 


James E. Hickey 
R. E. Hightower 


J. T. Holleman 
Frank M. Inman 
J. S. Kennedy 
Robert F. Maddox 
H. Warner Martin 
Carlos H. Mason 
Wilmer L. Moore 
E. P. McBurney 
Charles T. Nunnally 
James H. Nunnally 
Thomas B. Paine 
Lloyd B. Parks 
Frederic J. Paxon 
J. Carroll Payne 


W. R. Prescott 
C. V. Rainwater 
William G. Smith 


John E. Talmadge 


Albert E. Thornton 
W. C. Wardlaw 
Mell R. Wilkinson 
Charles R. Winship 
Ernest Woodruff 
Robert W. Woodruff 


oe 


Stock in 


Banking 


Banking. 


Loans and Discounts .... 
5% Redemption Fund .......... 


WN aks < ccs ve eneeuaie 
Customers’ Liability Account: 

Letere Ge Crédit: .... cies cere 
Cash on Hand and Due 

DONE bc beds chascwnbuvead: bee 


$59,615,561.63 


RENE oe 004 bv chs bocce cw 
Cash on Hand and Due From 
RE 264i 6. i 6h eee 


“Serving the South for More Than Sixty Years’ 


NATION 


F:stablished 1865 


The ATLANTA and LOWRY 


BAN 


Condensed Statement of Condition at Close of Business 


ASSETS 


Federal Reserve Bank.. 


U. S. Bonds and Other U. S. Se- 
QE 6 5 os. SU Wek cee 
Other Bonds and Securities ..... 


House and Other Real 


From 


. .$33,112,734.72 


$681,078.56 
4,170,666.94 


{,623,701.94 


June 30, 1928 


(COMPTROLLER’S CALL) 


50,000.00 
195,000.00 


LIABILITIES 


Capital: SIOGK.. ¢.cs ais cece 
SUTPTUS oh i eas es be cee 


Undivided Profits ........ 


COPCHIRIIIEE oo co ch hoe wwekees 


Rediscounts, Federal Reserve Bank 
Letters OF CxOG ook cecadnccad 
DEPOSTIS <cccccccccccccecccs Stssueee 


121,475.92 


Be 


HOSOINGS so gn ck ks Kdv'e bd 


‘TRUST COMPANY OF GEORGIA 


Condensed Statement of Condition at Close of Business 


ASSETS 


Loans and Discounts ...*.......$ 6,765,638.98 
Stock in Federal Reserve Bank... 
eles S00 TONGS «ic vices ik cons 


House and Other Real 


2,466,096.50 
1,507,949.43 


June 30, 1928 


90,000.00 


LIABILITIES 


Capldl SOOCK..s so cccsadacwads 
SUIS ob avian ci ee siederesves 
Undivided Profits ........... 


NN a se ahs se baeleet 


Real Estate Mortgage Bonds... 


DEPRES kept ceccsdonwes 


386,329.06 


$11,216,013.97 


2 


The entire Capital Stock of the Trust Company of Georgia is owned 
by the shareholders of the Atlanta and Lowry National Bank 


Combined Invested Capital ...................$12,580,484.46 
Combined Resources More Than ..............$70,000,000.00 


OLDEST NATIONAL BANK IN THE COTTON STATES 


. » 4,000,000.00 
2,500,000.00 
1,540,497.83 

386,489.99 
1,000,000.00 


2,274,500.00 
121,475.92 


$59,615,561.63 


.$ 2,000,000.00 
1,000,000.00 
1,539,986.63 
516,615.35 
978,000.00 
5,181,411.99 


$11,216,013.97 
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sto Racers Ready for Starter’s 


Field 


Is Entered 


| Expected To Break Sev- 
4 eral Records. 


Gets 


_ Fred Horey, Veteran Driver, 


To Celebrate 4th 
At Lakewood 


Atlanta’s official family will 
eelerate the Fourth of July at 
Lakewood park today for Mayor 
Ragsdale and city council Tues- 
day accepted an invitation from 
Arthur L. Brooke, presiden’ of 
the Southeastern. Fair associa- 
tion. to be the association’s 
guests at the park today. 


Council Monday proclaimed 
Lakewood the official scene for 
celebration of the Fourth of July 
and this has been sanctioned by 
Mayor Ragsdale. 


_| Mayor and Council 


Heavy rains and two days of sun- 
shine have packed the Lakewood Park 
course into -perfect racing condition ; 
all drivers pronounce their speed cre- 
drivers them- 
selves are waiting only for the time 
to come today when the starter’s flaz 
drops to start the annual, auto race 


ations “hot” and the 


card at Lakewood Park. 
a of the greatest fields 


the finest ever to face a starter 


the southeast, will furnish thrills for 
expected 
for today’s annual speed classic. Canny 
daredevil 
youngsters in the events, for few of 
“in between” 
ages. Fred Horey, four times world 
of thousands of 
southeast fans, is rated the oldest ‘ac- 
tive driver in point of racing years. 
his record-holding 
attempts at new com- 
petition records. ‘ Exldie “Pop” Daily, 
will wheel a 
device. 
Chicago pilot, 
will start his big Chicago special, 
i Jacksonville 


the record-breaking crowd 


veterans will elash with 


the entries are of the 


champion and idol 


Horey will start 
Miller Specia} in 


another veteran star, 
powerful Hall-Seott motored 
Tim Sidney, veteran 


“Wild Sam” Purvis of 
will wheel his King’s Special. 


Against these veterans of the rvar- 
ing road will be pitted the cream of 
the youthful speed crop: Joe “Fuzzy” 
McElroy, the daring little Chicago col- 
legian with his Fronty special; Johnny 
ace ; 
Buddy Calloway of Macon, Georgia's 
leading entrant with his Victory rma 
‘al- 
Phil Shafer and 


Palma, fiery little Italian 


Howard Miller of Tampa; L. J. 
loway of Macon; 
others. 


The Independence Sweepstakes will 
be the main event, run in three beats; 
The 
to decide supre- 
macy of the Georgia-Florida entrants, 


two preliminaries and a final. 
Southeastern Dash, 


is second only in interest. 
The afternoon program starts 


2:15, with a band concert, motor revue 
and a parachute leap from a speeding 
airplane to the infield lake as added 


features. 
The complete program follows: 
OFFICIAL PROGRAM. 


Red flag to start: green flag, next to 


last lap; checkered flag, the finish. 
EVENT NO. 


Motor Style Revue. 


Preliminaries in the revue of new models. 
showing of 1929 models and all 
driven by At- 
The finals and 
udging in the Motor Style Revue will be 
eld at night, starting at 7:15 in front of 


Advance 
latest types of stock cars, 
lanta girls and women. 


the grandstand. 
EVENT NO. 2. 


Introduction of Race Cars and Drivers. 
Ten minutes allowed for warming up mo- 
No car allowed to leave pits without 


tors, 
eegger of starter. 
allBoott” Spl. Eadie’ Dally, BD 
ott, Spl. ie ‘ 
Fronty Spl., Joe McElroy? Ohicage 
Miller Spl., Fred Horey, St. Paul. 
Chicago Spl., Tim Sidney, Chicago. 


Bennatti Spl., John DePalma, Los Angeles. 


The Moth, L. J. Calloway, Macon. 
Florida Spl., Howard Miller, Tampa. 
King’s Sol., Sam Purvis, Orlando. 
Detroit Spl., Phil Shafer, Jacksonville, 


Victory, Six. Bud Calloway, Macon. — 
EVENT NO. 3. 


Southeastern Dash. 
For Georgie-Florida drivers only. 
tance, 3 miles, 
Name of Car. Driver, 
The Moth, L. ,Calleway. 
King's Spvl., Purvis. 
Florida Spl., Miller. 
Detroit Spl., Shafer. 
Victory Six, B. Calloway. 
EVENT NO. 4. 
Independence Sweepstakes. 
Conditions—To be run in two 
first, second and third 
heats eligible to 


5 miles. 
EVENT NO. 5. 
Ipdependence Sweepstakes, 
Second heat. 
do not start. Distance, 5 miles. 


The distance, 


EVENT NO. 6. 
Special Event. 
To be announced from the track. 
EVENT NO. 7. 
Independence Sweepstakes. 
Final Heat. 
Cars finishing first, 


ing). : 

ame of Car. Driver. 
Bennatti, Spl.. De Palma. 
Miller Spl., Horey. 


King’s Spl., Purvis. 


Lew Tendler Hurt 
In Auto Crash 


Salisbary. Md., 


Tendler, Philadelphia light 


in-law, Mrs. 


into a creek and overturned. 


Tendler's wife, their two sons and 
his father-in-law were in the car when 
it was thrown off the highway, bu‘ 
Mrs. 
Lasker had part of her scalp torn 


suffered only minor injuries. 


away. 


Tendler said that his machine tum- 
bled into the creek after he had lost 
control when. a rear tire blew out. 
The accident occurred about ten miles 
from this city and the injured were 
brought here by state police and mo-/|C 
found them beside the 


torists who 
overturned machine. 


Huey Marble Champ. 


Atlantic City, N. J.. July 3.—)— 
Alfred Huey, 13, of Kenmore, Ohio, 
shot his way today to the national 
marble championship on the sand in 
front of the board walk, defeating 
Dominic Cartelli, of New Britain, 

Forty-seven 
parts of the 

ted States entered the tournament Ameri “— 
week ago. aati acta die —. a oe 


the runner-up. 


Conn., 
from allt 


oungsters 


ever 
gathered in the south and probably } 


Residence. 
rooklyn. 


Dis- 


relimi- 
nary heats and a final heat; cars finishing 
in the first two 
start in the final heat. 
Drivers will draw numbers at the judges’ 
stand to determine starters in each heat. 


Cars placing in first heat 


second and third 
in first two heats eligible to start in this 
event. (Scratch cars and drivers not start- ; 


July 3.—(P)—Lew 
weight, 
suffered what physicians believed wax 
a fractured left arm and his mother- 
Harry Lasker, was in 
eritieal condition at Peninsula hos- 
pital tonight resulting from an auto- 
mobile accident near here when Tend- 
ler’s car was hurtled from the road 


A FOURTH OF JULY ORATION. | 
Fellow citizens, or what not, from the land of Hiawatha, 
Where the sporting pot is boiling and the steam is floating skyward, 
Have you ever noticed lately all the eager hands now reaching 


For the proud, exultant feathers that bedeck our Eagle’s tailspin? 
Hands that seek to pluck these feathers as a cook would pluck a rooster. 
There is Heeney now, the Briton, with his mighty muscles bulging 


Who would like a flock of feathers 


There is Nurmi, out of Finland, like 


Where the Davis cup is waiting for 


We have Hagen, Jones and Farrell, 


Are we slaves or are we freemen? 


As he leers at Mr. Tunney with his crown of eagle feathers, Lee 
Just as George the Third ot England leered at George of old Virginia; 
There is France upon the war path with Lacoste, Cochet and others, 


from the Eagle’s tail collection; 


There is Kornig, German sprinter, and the flying feet of Peltzer, 


the gray wolf of Dakota. 


Finn and German, Gaul and Briton, they are closing in upon us! 

Shall we bow to slaving shackles while the gate receipts are growing? 
Shall we yield to the invader with the golden crop in harvest? 

ls no Patrick Henry ready to invoke the sounding keynote? 

Is no Paul Revere now saddled to proclaim the midnight warning 

That the British drive is coming with the French and Finns and Germans? 
Will the Eagle keep his feathers or become a blinkin’ ostrich 

That has lost the costly plumage that a Richard has protected? 


What about you, Dr. Tunney, has your chin sufficient cover 

When the mauling fists of Heeney plant a salvo on the whiskers? 
Have you jab and counter ready for the abdomen and jawbone? 
And when Lloyd Hahn tackles Peltzer or a curly wolf named. Nurmi, 
Will the lean Nebraska coyote, or we ought to say ki-yo-te, 

Have an extra spurt to offer where the tape is taut and ready? 

What about our Mr. Tilden, Lott and Hennessey and Coen, 


redemption from the wine vats? 


Shall it face the bitter trial of an alcoholic ferment 

When it might be lifted homeward where the gin is still synthetic? 
We have Ruth, the Big Bambino, but he has no competition 

From the land across the water where they still go in for cricket; 


who have ruled the ancient fairway 


Where the Stars and Stripes are flying from St. Andrews to Del Monte; 
But the major rush is coming, so I ask you in conclusion, 

Is no Patrick Henry ready, is no Paul Revere now mounted? 

You can frisk me for the answer. 


EARL SANDE 
RIDES WINNER 
AT AQUEDUCT 


New York, July 3.—(#)—Earle 
Sande stole the show from the horses 
at Aqueduct today. 

The veteran jockey rode’ his first 
winner in weeks when he brought 
J. KE. Widener’s Kiev home first in 
the dominant handicap, $1,200 added, 
the feature attraction of the day, As 
Kiev flashed past the finish line the 
crowd broke into cheers, more in hon- 
or of Sande than the four-year-old 
son of Stefan the Great and Krona. 
At that it was only Sande’s great 
ride that gave Kiev his chance to 
win. The Dorwood stables Extreme 
apparently had the race won going 
down the stretch when he suddenly 
faltered. Quick to take advantage of 
this break, Sande applied the whip 
to Kiev and the grey colt responded 
with a burst of speed that just nip- 
ped Extreme. Algernon was third. 
with Mont Ferrat, the _ favorite, 
fourth. The time for the mile was 
1:38 2-5. 

French Lass, two-year-old daughter 
of Baigneur, romped off with the La- 
tonia feature, an allowance affair at 
six furlongs. French Lass closed fast 
to win by a nose, with J. N. Cam- 
den’s Harvard second and E, Trotters 
Greendale third. The winner, owned 
by S. C.. Lyne, covered the distance 
in 1:12. 

Lineoln Field’s attraction, a $1,300 
six furlong dash for three-year-olds 
and up, went to Inquisitor, with Flag- 
staff second and Dan Burnham in the 
show position. The time was 1:16 .3-9. 


TITLE FIGHT 
TO BE HELD 
ON THURSDAY 


New York, July 3—(#)—The 
fourth of July, once the feast day of 
athletics, fireworks, and all-around 
jollity, isn’t even a good day now to 
hold a prize fight. 

Bowing to the wish of Humbert 
J. Fugazy, who noticed turee-quarters 
of a million people rushing out of the 
metrapolis,today for the mountains and 
seashore, the New York State Athletic 


commission today gave the promoter 
permission to postpone the junior 
lightweight title match between Tod 
Morgan, of ‘Seattle,* and Cannonball 
Eddie Martin, former bantamweight 
king, until Thursday night at Ebbets 
field. The boys were &scheduled to 
meet tomorrow night in a 15-round 
resumption of hostilities that ended 
with only a single round advantage 
for the titleholder after their first 
meeting in Madison Square Garden a 
few weeks ago. 

On rather short notice, the Rock- 
away (L. 1.) stadium signed Corporal 
Izzy Schwartz, recognized in New 
York state as the flyweight cham- 
pion, to defend his title tagainst 
Frisco Grande; Filipino challenger 
from Buffalo, over the 12-round route 
Friday night. The match was cp- 
proved. 


Stapleton To Pilot 
Jackson Ball Club 


Jackson, Miss.. July 3.—(4)—Buck 
Stapleton, former manager of the 
Laurel Cotton States league club, has 
been appointed manager of the Jack- 
son Senators, sueceeded James 
(“Snipe’) Conley, who was released. 

Other changes announced by the 
board of directors follow: 

Trip Sigman, outfielder, sold to Mo- 
bile. of Southern association on 10- 
day option; J. C. Aiken, Mobile-owned 
outfielder, sent here in Sigman aeal; 
Leon Brakefield, third baseman, for- 
merly of Gulfport, signed today; Zill 
Biles, catcher of East Texas league, 
and Pitcher Selligan, Three-Eye 
league, reported today;. “Hoot” Gib- 
son, first baseman, released »uatright, 
and Catcher Corley returned to Mcm- 
phis, Southern association club. 


HOME RUNS 


BY THE ASSOCIATED PRESS. 
Homé Runs Yesterday. 


>. 
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tt, 
Stephenson, 
Frisch, Cardinals Cer eeseeseestsreeeeere 
Harper, Cardinals eeeeer eee eee eee 
Rods 


a iepaacs 
Robins 
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Wilson, Cubs 
Bottomley, Cardinals 
bins se ereeee se eee ee © seen ee 15 


American League Leaders. 
Ruth, Yankees .......... Pi ed aee me 
Gehrig, Y¥ 


sree @ © seeeeceeee 
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WATER MEET 
SLATED TODAY 
AT EAST LAKE 


Among numerous other sporting 
events of the afternoon will be the 
annual Independence Day water car- 
nival at East Lake Country club. All 
entries have been completed and all 
is in readiness for a successfil meet. 
It is expected that the aquatic attrac- 
tions this afternoon will draw a large 
portion of the holiday crowd which 
will be pleasure seeking throughout 
the entire day. 

The meet is open only to members 
of the club and their families. There 
have been 13 events arranged, varying 
from the 50-yard free style to fancy 
diving. Much interest has been shown 
in the planning of the meet and the 
members of East Lake are anticipating 
one of the most hotly contested swim- 
ming gatherings ever staged in the 
cool, clear waters of East Lake. 

The events follow: 

50 yards, free style, men, 


50 yards, free style, women. 
25 yards, free style, boys 


under 14 


© 
a 


ON MD mE CORK 


"25 yards, free style, girls under 14 
s 


te 
® 


50 yards, back stroke, women. 

100 yards, back stroke, men, 

50 yards, free style, novice race, men. 
50 yards, free style, boys over 14 


50 yards, 
years, 


10. 50 yards, breast stroke, men, 

11. Obstacle canoe race, open to all. 
12... 220 yards, free style, men, 

13, Fancy diving (10-foot board), men. 


BILL TILDEN 
AND HUNTER 
WIN DOUBLES 


Wimbledon, England, July 3.—(?) 
The French musketeers who have been 
sweeping nearly all before them in 
the Wimbledon tennis tournament 
struck a snag today when one of 
their crack doubles teams, Jean Boro- 
tra and Rene LaCoste, fell before the 
veteran Australian pair, Gerald Pat- 
terson and John B. Hawkes. They 
waged a sensational four set struggle 
that was decided by socres of 6-3, 
o-7, 6-4, 9-7. 

Meanwhile the American champions 
and defending Wimbledon titlehold- 
ers, Big Bill Tilden and Frank Hunt- 
er, off to a slow start, finished with 
a brilliant flourish to conquer the 
English Davis cup team of George 
Crole-Dees and Cyril Eames in another 
four set affair, 4-6, 6-1, 6-3, 6-2. 

The other American combination, 
composed of George Lott and John 
Hennessey, were on the high road 
to another clean-cut victory when 
rain halted their match with the 
young Australians, Cummons and 
Moon, after two sets. The score at 
that time was 6-1, 6-1. 

Participation of American girls in 
the doubles play was brief and to 
the point. Miss Elizabeth Ryan, for- 
merly of California teamed with P. 
D. B. Spence, of South Africa to 
eliminate Helen Jacobs and John 
HIennessey in the mixed doubles, 6-3, 
6-3. Later in the women’s doubles, 
Miss Ryan and Mrs. Joan Austin 
Lycett defeated the English team of 
Strawson and Hemmant, 6-1, 6-2, 


Ga.-Ala. League 


years. 
9. free style, girls over 14 


RALLY WINS. 

Talladega, Ala., July 3.—The Talladeca 
Indians came from behind to overcome a six- 
run lead and defeat the Anniston Nobles, 
8 to 8, in the second of the three-game 
series here this afternoon. 

After the visiters had staged a rally in 
the fifth inning which netted them six 
runs, the Indians jumped on the slants 
of Atchley in the sixth and scored four 
runs. The Braves rallied again in the 
eighth and scored twice to win the game. 

Laue’s single, after the bases had been 
loaded when Wheeler was intentionally walk- 
ed, scored the two runs in the eighth. 
Heavy hitting featured the contest. Wil- 
liams, starting hurler for Anniston, suffered 
a split finger in the first frame when he 
stopped Walker's hard liner. 

Seore by innings: 
Talladega 


R. H. E. 

100 114 02x—9 15h 8 

Anniston 000 260 000—8 12 1 

Batteries: McLaughlin, Marks and Fin- 
ney; Williams, Atchely, Harris and Case, 


TWO STRAIGHT. 

Cedartown, Ga., July 3.—Cedartown made 
it two straight over Lindale here this aft- 
ernoon by the score of 5 to 1. Both clubs 
played ragged ball at times. Hydinger gave 
five hits all in the first three innings. 
Cartwright, of Lindale, hit good, getting 
two for three. Treadway, for Cedartown, 
get three for four, all singles. 

Score by innings: R. H. E. 
Lindale 5 2 

lix—5 9 8 

Batteries: McCullon and McKinney: - 

dinger and Clark. rola ireeg 


GADSDEN WINS, 12-8. 

Gadsden, Ala., July 3.—Romping:on three 
pitchers for 17 hits Gadsden defeated Car- 
roliton 18-8 here Tuesday afternoon. 

Coming from behind to tie the count 
at 4-all Gadsden saw Carrollton igain take 
the lead and then overcame it to win the 
same. Carter was driven from the mcund 
in the seventh by Boswell, who lasted less 
than an inning. ‘ 

Carrofiton ......... ..-810 620 200-8 15 2 
Gadsden . 22 000 35x—12.17 } 


Ratteries: Carter, Boswell, A. White ané 
Goggins; Floyd, Hockette and Green, 


Giants Push 


; 


McGraw’s Gang Only 


Leaders of Chase. 


St. Louis Cardinals Tuesday. 
ing the Cardinal’s lead to 2 1-2 


8 to 7%. 
victory for the Giants. 


Harold Haid couldn’t hold th 
cago Cubs and the St. Louis (¢ 


made 16 hits, including 
sors seventeenth home run 
season, 


follows: 


Team , Agon * 
St. Louis.......46 27 
New York ..,...40 26 .606 
Chicago 41 33 .®54 

Charley «Dressen’s double i 
ninth scored Critz 
enabled the Cincinnati Reds to 
the Pittsburgh Pirates, 9 to 7. 


630 


ing a doubleheader, 6 to 5 and 


Al Tyson, Brooklyn outfielder, 
when he crashed 


receiving injuries when he ec 
into a wall. 


_— 


BKN.— ab.h.po.a.!) N. 
Flowers, 98.5 2 2/Cohen, wb. 
Hen'ck, 3b. 5 1} Welsh, cf. 
Herman, rf.4 0} Lind’m, 3b. 
Statz, cf. Q;/Mann, rf. 
Bres’er, if. ! 0\ Terry, Ib. 
Bis’tte, 1b. l| Jackson, ss. 
Tyson, ef. 0) Reese, If. 
Carey, cf-rf! 0}0'’Far’el, ec. 
Ban’ft, ss. ¢ =|24)'Doul, 

xx Harris ‘)' Fitz’mons, p. 
Riconda, ss. 0) Aldridge, p. 
Deberry, c. : 0O|Faulkner, p. 0 
Gooch, ¢. Ijsen’wich, p.0 
Elliott, p. Li:zOtt ( 
xxxHenline ee ae 2 


Y.— 


et et OS to Ot 


os 
= 


te 


SCout SCOwhsCwe sists 


McW'ny, p. 
Petty, p. 0 0 


Totals 43 12x30 at Totals 
xOne out when winning 
zzBatted for Bancroft in &th. 
xxxBatted for Elliott in th. 
zBatted for O'Farrell in 9th. 
zzBatted for Genewich in 9th, 
Score by innings: 
Brooklyn 
New York 
Summary: Runa, Flowers, 
Herman, Bissonete, 2; Carey, 
Lindstrom, Mann, Terry, Jackson, R 
Errors, Flowers, Hendrick, Statz, bh 
Runs batted in, Jackson, 
Carey, 2; Deberry, Herman, 2; 
sonette, 2. Two-base hits, Cohen, 
ette. Three-base hits, Hendrick. 
runs, Jackson, Lindstrom, Carey. 
base, Cohen. Sacrifices, Herman, A 
Fitzsimmons. Double plays, Cohen, 
and Terry: Hendrick and Flower 
sonette, Bancroft and Bissonette. 
base, New York, 8: Brooklyn, 9 
balis, off Elliott, 4; off Petty, 2: 
ridge, 1; off Faulkner, 1: 
Struck out, by Elliott, 2: 
Fitzsiminens, 2. Hits, 


88 


1-3; 
McWeeny, 


Fitzsimmons, 1 in 2; Elliott, 
1 in 1-3: Petty, 3 in 2 2 


ner (Hendrick); by Elliott (O'Farrell 
ning pitcher, 
Petty. 

Time, 2:57 


Fitzsimmons. Losing 


CUBS BEAT LEADERS. 
St. Louis, July 3.—The Cardinal 
on the National league leadership sli 
two and a half games today 
Cubs won a game 
by home runs, 13 to 5. 
up 


Hack Wilson 
Bottomley and took first place 


the paths were empty. Frisch, 
Hartnett and Stephenson each 
circuit blows, the latter in 
when the bases were loaded. Har 
counted for four of the Cardinal 
with a perfect day at bat. 
CHI. ab.h.po.a.| ST. L. 
English, ss 5 T\Douthit, ef 
Maguire,2b 6| Holm, 
Cuyler, rf 0) Frisch,2b 
LWilson,cf 0| Bot’ ley, 
H’cote,cf (\Harper, rf 
Step’son,If 0| Roettger, If 
Grimm, Ib 0; Mar’ ville,ss 
Hartnett.c 2) J.Wilson,e 
Beck, 3b ~| Thevenow ,8s 
Bush, p 0'Sherdel, p 
Jones, p 0| F’house, p 
Haid, p 
xHafeyv 
xxHigh 
a 
zMartin 


ry 
= 


nNcooH + Cie 
3 | HmwaeaSssaxwor*or ene Pare 


* 
= 


eure coo*woa 
mMMsowmoisOisreto- 


ocr 


Totals 41162717! Totals 
xBatted for Frankhouse in sixth. 


xxxBatted for High in eighth. 
zBatted for Haid in ninth. 
Seare by innings: 

000 113 


010 030 
Summary: Runs, Maguire 2, 
L. Wilson 2, Heathcote, 
nett 4, Beck, Holm, Frisch, Harper 
anville. Errors, English, Thevenow 
batted in, Stephenson 5, L. Wilson 
English, Cuyler, Jones, Hartnett, 
2, Harper, J. Wilson, 
Harper, Cuyler, L. Wilson, Hartnett 
base hit, Maguire; home runs, L. 
Hartnett, Frisch, Harper, 
rifices, Sherdel, Cuyler 2, 
double plays, English to Maguire to 
Maguire to English to Grimm 2, 
to Maguire; left on bases, 


7 
~* 


Chicago 


house 1; off Haid 1; 
1, by Jones 1, 
hits, 
Frankhouse none in 1-3 innings, off 
in 3 innings, off Bush 8 in 7 1-3 
off Jones none in 1 2-3 innings: 
piticher, Bush; losing pitcher. Sherd 
REDS TRIM PIRATES. 


struck out, 


ninth, following a ‘ngle by Critz 
shattered a deadlock and brought 
to the Reds over Pittsburgh, 9 to 
today. 


Pirates using four. Hill and Luque 


Picinich hit a home run for the visit 
The Box Score. 
CINCIN. ab.h.po.a.| PITTS. 
Purdy, if. 2 0 0| L. Waner,cf,. 
Zitazmnn, if 0) Scott, If. 
Crits, 2b. 1| P. Waner,rf. 
Kelly, 1b. 1|\ Wright, ‘ss. 
Dressen,3b 2| Traynor,3b. 
Picinich,c 0} Granthm,1b 
Walker,rf, 0, Adams, 2b. 
Allen, cf. 0! Smith, e. 
Ford, ss. 4| Hargraves,c 
Luque, Dp. 
xPipp 


0, Hill, p. 
Ed wards,p. 


28 be oh Oe 


mrersics cr ce Ct cr cr tat 
Soccnewnwfweaondne 


oi oe ee 


0) Miljuk, p. 
0) xx Brickell 
Kremer, p. 
Grimes, p. 


Totals 38 14 27 8| Totals 
xBatted for Luqne in sixth. 
xxBatted for Miljus in fourth. 
Seore by innings: 

Cincinnati 

Pittsburgh ee 
Summary: Runs, 


— tet Ser osit 


' 


3) OK or SOHC OOrFNS 


w 
~ 


Purdy, 


Wright, Traynor, 
mer; errors Ford, Grantham: 
in, Kelly 1, Picinich 2, Crits, 
Grantham, 
two-base hits, Kremer, 


runs 


Scott, 


2, Walker 2; 
Adams, Granthsm, 


sacrifices, 
Ford; double 


Crits; left on bases, Cincinnati 7, 
burgh 10; bases on balis, off Hill 
Miljuas 2, off Grimes 1, off Luque 
Edwards 3; 
Grimes 1, by Luque 2, by Edwards 
off Hill 4 in 3 1-3 innings, off 


innings, 
Luque 4 in 5 innings, off Edwards 
innings: hit by pitcher, by Luque 
tham); 
pitcher, Edwards: losing pitcher, 
of game, 2:27. 

EE 


PHILS WIN TWIN BILL. 
Boston, July 3.—The tail-end Phill 


ing out a 15-te-0 


= 
= 


MOSSCOSCOSUHH OMI S 


R 
010 002 013 00—7 
510 000 001 01—8 
Hendrick, 2: 
Cohen, 


when 
punctuated frequently 


Stephenson, 


Stephenson; 
Grimm, English; 


Zitzmann, 
3, Kelly 2, Picinich, Walker, P. Waner 2, 
Grantham, Adams, 


‘ Dressen 3, 
Adams 3, Brickell 2, Scott 1; 
Kelly, Dres- 
sen; home run, Picinich; stolen bases, Critz 
Smith, Traynor, 


struck out, by Kremer 2 


Cardsfor Top 
Seat of Heap 


Two 


and Half Games Back of 


The New York Giants gained an- 
other full game on the pace-setting 


reduc- 
games. 


Jess Petty walked Andy Cohen with 
the bases filled in the eleventh and 
the Giants beat the Brooklyn Robins, 
It was the eighth straight 


Billy Sherdel, Fred Frankhouse and 


e Chi- 
‘ardin- 


als went down, 13 to 5. The Cubs 
Hack Wil- 


of the 


The standing of the three leaders 


Games 


pet. Behind 


2 1-2 
5 1-2 
n the 


and Kelly and 


defeat 


The Philadelphia Phillies turned the 
tables on the Boston Braves by tak- 


15 to 


0, the first game going 10 innings. 
Two casualties oceurred Tuesday, 


break- 


ing his leg in the Robins-Giants game 
into Rube Bressler 
and Pid Purdy, Cincinnati outfielder, 


rashed 


- 
> 


eooecescesezecostsc-: 


10 28 18 


run scored, 


)-« 
eese, 2. 
ancroft. 


3; Lindstrom, 2; 
Hogan, Bis- 


Bisson- 
Home 
Stolen 
ldridge, 
Jackson 
s; Bis- 


Left on 
Base on 
off 
off Genewich, 1. 
by Petty, 1; 
off Aldridge, 8 

7 1-3: Faulkner, 2 in 1 1-3: Genewich, 


A ld » 


by pitcher. by Aldridge (Flowers): by Faulk- 


). Win- 
pitcher, 


Umpires, Jorda, Rigler and Hart. 


s” hold 
pped to 
the 


passed 
in the 


National home run standings by getting his 
seventeenth of the season off Sherdel when 


Harper, 


drove out 
the ninth 


per ac- 
safeties 


welosseoBsooConacero 
losscoscone 


to 
~] 


xxBatted for Maranville in eighth. 


R. 
116— 133 
010— 5 


Cuyler 2, 


Hart- 
2, Mar. 
2; runs 
2, Beck 
Frisch 


Holm: two-base hits, 


: three- 
Wilson, 
sac- 


Grimm, 


Hartnett 


7, St. 


Louis 6; base on balls, off Bush 7, off Frank- 
by Bush 
by Haid 1, by Sherdel 6; 
off Sherdel 10 in 5 2-3 innings, 


off 
Haid 6 
innings, 
winning 
el, Um- 


Pittsburgh, July 3.—Dressen's double in the 


and a 


double by Kelly gave Cincinnati two runa, 


victory 
7, here 


The contest brought out six pitchers, the 


started 


the game, but both ran into trouble in the 
fourth when each team scored five runs. 


ors. 


ab. h. po. a. 
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os waerisehwe S bo 
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lee 


0 
0 
0 
2 
I 
1 
5 
0 
1 
1 
0 
0 
0 
1 
12 


to 
=) 


Critz 

Kre- 

batted 
3 


plays, 


Adams to Grantham to Wright, Ford te 


Pitts- 
1, off 
5, off 


, by 
1: hits, 
Miljus 


none in 2-3 inning, off Kremer 6 in 2 1-3 
off Grimes 4 in 2-3 inning, 


off 
3 in 4 
(Gran- 


wild pitches, Hill, Leque: winning 


Grimes. 


Umpires, Pferman, Stark and Quigley. Time 


jes wor 


two games from the Braves today, hammer-. 
ia the second 


Attaway-O’HaraBout 
Today in Gainesville 


Many Atlantans Expected To Attend Fourth of July 
Card; Other Good Bouts Booked. 


Attaway’s tremendous 
here was regarded as certain to draw 
a great crowd, and the added fact 
that good reports have been received 
from Atlanta on O'Hara, who has been 
training there, will add something to 
the gathering. Other attractive events 
on the same card find Willie Atta- 
way, the middleweight star's younger 
brother, in a six-round match with 
Clarence McDonald; Homer  LKeid 
scheduled for eight rounds agaiust 
Johnny Ritchie, and Battling Maddox 
and Bad Eye Monroe due to step six 
rounds. 


Training Ended. 


All of the boxers ended training 
work with stiff sessions Tuesday. The 
Attaway boys went through — their 
paces at the New Holland A. C., witn 
Eddie Hanlon, manager of the older 
fighter, directing their activities, Ed- 
die seemed well pleased with the cun- 
dition of both lads and predicted yic- 
tories in each case. 

Gainesville is celebrating the Fourth 
in a fitting manner, with a couple 
of big baseball games and the after- 
noon fights, which will begin at 4:50 
o clock, which is 3:30 Atlanta time. 
Fans for miles around were trekking 
into town Wednesday morning. They 
were arriving, too, in increasing num- 
bers from Atlanta, where Stiles is a 
great favorite. 

While indications pointed to a vie- 
tory for the Gainesvillian, O'Hara is 
no set-up and can assimilate a lot of 
punishment, in the estimation of Han- 
lon, who watched him workout one 
day in Atlanta. 


3 GOOD BOUTS 
ON FOR SUNSET 
PARK TONIGHT 


All the nearly a round dozen 
box-fighters of darkest hue who will 
endeavor to thrill the box-fight public 
at Sunset Park tonight took care of 
all their unfinished training Tuesday. 

Matchmaker Kenny Williams visited 
all the camps during the day and saw 
that no 
big 36-round program which he hopes 
will bring out the banner attendance 
of the season at the Sunset pavilion. 

Knockouts loom in nearly all the 
events, what with a lot of heavy swing- 
ers in each bout. Especially is this 
true in the main number where Dyna- 
mite Douglas, who had to do some 
hitting to get that title, meets Roy 
Dunn, of Macon, for 10 rounds. Doug- 
las is a little chesty right now fol- 
lowing a victory to his credit in the 
Roseland Athletic club, Brooklyn: 
Dunn is no novice, having knocked out 
Battling Cox, of Fort Benning, in 
two rounds, 

Roughouse Glover, who meets Gene 

mas, a capable local warrior, in 
another 10-rounder, is one to be reck- 
oned with as he defeated Tiger Tay- 
lor, a boy who had previously knock- 
ed out Cowboy Kid. Thomas has been 
battering his way through the pugilis- 
tic ranks of late, however. and should 
be able to offer stiff resistance, 

With those two bouts in the leading 
positions, the fans are most likely to 
be well cared for in the matter of 
action; but in the event they fail to 
measure up, then there’s Clyde Glov- 
er, of Atlanta, and Kayo Blount, of 
Savannah to afford some additional] 
fun in a 10-round struggle, and Young 
Cowboy and Kid Steele are scheduled 
for six rounds. 

_The first bout is at 8:30 and spe- 
cial provisions have been made for 


caring for white fans and their auto- 
mobiles. 


after winning a close en agemen 
first, 6 to 5, in ten tentnee. 
_ in the ninth inning of the second game 
George Sisler, Braves’ first baseman, took 
the mound. He walked one man, but held 
the Phillies scoreless when a double play 
closed the inning. The Phillies pounded 
Clarkson, Greenfield and Smith for sixteen 
hits. They won the first game in the tenth 
inning when Schulte sacrificed after Sand 
and Lerian had singled. 

FIRST GAME. 

The Box Score. 
PHILA.— ab.h.po.a.| BOST.— 
So’th’rn,cf. 6 2 4 O|R’bourg,rf. 
rh’ pson, 2b. 3 I. Smith,cf. 
Hurst,lb. Sisler.1b. 
W hitney,3b. Hornsby, 2b. 
Leach. If. Bel, 3b. 
D’trich, rf. ‘Brown, If. 
Sand,ss. ‘Farrell, ss. 
Lerian,c. avylor,c. 
xxFriberg zzFyeigau 
Miler,p. Brandt.p. 
Ring,p. zBurrus 
Wil’g’by.p. H’gworth,p, 
xM’Donald 'G’ field, p. 
Walsh,p. 
Schulte,c, 


in the 
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Totals 42153017! Totals 327 930 11 
xBatted for Willoughby in eighth. 

xxRan for Lerian in tenth. 

zBatted for Brandt in seventh. 

zzBatted for Taylor in tenth. 


Score by innings: R. 
Philadelphia »+ 000 020 201 1—6 
Boston 000 000 401 0—5 

Summary: Runs, Thompson, Hurst 32, 
Whitney, Sand, Ring, Richbourg, 
Hornsby, Burrus; error, Sand; runs batted in, 
Hurst 2, Whitney 2, Leach, Schulte, Bell 2, 
Hornsby, Sisler; two-base hits, Leach, Die- 
trich, Hornsby 2: three-base hit, Sisler; home 
runs, Hurst, Whitney; sacrifice, Schulte; 
double plays, Sand to Thompson to Hurst 2; 
left on bases, Philadelphia 10, Boston 9; 
base on balls, off Ring 6, off Willoughby 1, 
off Brandt 2, off Hollingsworth 1; struck 
out, by Ring 3, by Walsh 1, by Brandt 7; 
hits, off Ring 6 in 6 2-3 innings, off Wil- 
loughby 1 in 1-3 inning, off Walsh 2 in 2 in- 
nings, off Miller none in 1 inning. off Brandt 
11 in 7 innings, off Hollingsworth 4 in 2 1-3 
innings, off Greenfield none in 2-3. inning: 
winning pitcher, Walsh: losing pitcher, Hol- 
lingsworth. Umpires, Reardon, Moran and 
Magee. Time of game, 2:27. 

SECOND GAME. 
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ES 


_ 
Oe > BS 


PHIT.A. . 
Seuthern,cf rf. 4 

J Smith.cf 
1{Sisler, 1b-p 
0 Hornsby, 2b. 
4\/Beil. 3b. 
a Grows, If. 
4\Farrell, s4. 
0 Taylor, c. 
1'Clarkson, PD 


Leach, rf. 
Whitney,3b 
Dietrich,!f 
Sand, ss. 
Schulte, ¢ 
Fer’sn, Dp. 
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zzFreigau 
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Sl oHrosconmHs 
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Totals 38 16 27 11 Totals 
zBatted for Clarkson in fifth. 
ezBatted for Cooney in ninth. 


Score by i . 
Philadelphia scccccccsceces ete 206 230-—15 


Boston ....+- 000 
Summary: Runs, Southern 3. 
2. Harst, Whitney 2, Dietrich 
Schulte erguson; errors, Whitney, 
Sisier, Farrell; rans batted in, Southern 2, 
Thompson 2, Hurst 2, Sand 2, Dietrich, 
} hae men fy Leach. Ferguson: two-base hits, 
jetrich 2, Sand 2, Southern, Thompson, 
Whitney, Bell; stolen base, Thompson; sac- 
rifice hits, Thompson, Leach, Schaite. Fer- 
guson; double plays, R. Smith te Sisler, 
Bell to Cooney; left on bases, Philadelphia 
8 Beston 9; bases on balis. off Ferguson 
1, off Clarkson 1, off Greenfield 3. off R. 
Smith 3, off Sisler 1; struck out, by Fer- 
guson 1; hits, off Clarkson 7 in 5 innings, 
off Greenfield 3 in 2-2 innings, off R. Smith 
6 in 2 13 innings. off Sisler none in 1 in- 
ning; wild pitch, Clarkson: losing pitcher, 


Clarkson. Umpires, Moran, Magee and Kear- 


injuries occurred to mar the | 


P « 


Sisler 2, f 


126 pounds. Mr. Junks -won by half 
ia lenzth. 


Gainesville, Ga., July 3.—All of Gainesville, New Holland and other 
nearby towns today were preparing to move up on the arena here where 
Stiles Attaway, the sensation of southern middleweight boxing ranks, 
comes to grips with the rugged Brady O’Hara, of Jacksonville, in the 
feature clash of 30 rounds and a battle royal staged under the direction 
of A. B. C. Dorsey, of this city tomorrow. | 6 
popularity | 


4 Flag Tourneys 
To Be Staged 
Today 


While many of the leading 
golfers of Atlanta will amble 
out of town on the Fourth and 
display their -wares at either 
Grifiin or Thomasville, two en- 
terprising towns which are hold- 
ing tournaments, there will be 
enough left to make the many 
flag tournaments, the feature 
events of the day at many clubs, 
howling successes. 

Druid. Hills, Capital City, 
Ansley Park and West End 
have scheduled flag tournaments 
for the day, and early indica- 
tions point to a tremendous en- 
try list in each one. 


ROCKS CHARGE 
JOHNSON, UMP, 


FAVORED FOES 


Little Rock, July 3. — Formal 
charges that Umpire Harry (Steam- 
boat) Johnson, of the Southern asso- 
Ciation staff, was unduly friendly with 
the Memphis players during today’s 
game are to be filed with President 
John D. Martin by the Little Rock 
celui The charges will be based on a 
signed statement given President R. G. 
Allen, of the Travelers, by Dr. W. M. 
Burns, of North Little Rock, well- 
known physician and former mayor. 

In his statement Dr. Burns says 
that while he was dressing an injured 
finger for Catcher Barrett, of the 
Chicks, in the fourth inning that John- 
son appeared and urged the Memphis 
player to “come on” and added that 
“vou’ll take them down.” By “them” 
Dr. Burns says that he understood 
Johnson to mean the Travelers. 

President Allen protests that the re- 
mark was entirely unproper for an 
umpire to make and indicate: favor- 
itism for the Chicks as against the 
Travelers. Dr. Burns said that he 
would make an affidavit that J>hnson 
had made the remark quoted. 

Both Umpire Johnson and Me- 
Laughlin, his official colleague on duty 
in the Memphis-laftle Rock gave to- 
day were bitterly assailed by many 
s -ctators because of their decisions, 
unfavorable to the Little Rock club. 
McLaughlin ordered QOutfielder Roy 
Elsh out of the game for protesting 
a decision in which Elsh was called 
out at second by Johnson on an at- 
tempt to steal the base. 

It appeared to the spectators that 
Elsh had not been tagged by Manager 
no effort had been made by Manager 
Prothro, of the Chicks, to tag him. 
Johnson’s decisions on balls and strikes 
often were criticized. 


Field of Stars 
In Races Today 


Salem, N. H., July 3.—(4)—Four- 
teen monarchs of the speedway were 
ready to face the starting line tomor- 
row for the 200-mile event on the 
Rockingham tack. 

Ralph Hepburn probably will have 
the pole position. He made the fast 
time of 138.9 miles per hotr in his 
qualifying test, shattering the world 
record for a mile 4nd a quarter made 
by the late Frank Lockhart. 

Ray Keech and Lem Duray, also 
world record holders, have entered the 
race. Keech holds the world straight- 
away record of 207.5 miles per hour. 
Duray set the mark for curved tracks 
at 148.1 miles per hour. 

Others drivers entered include Lou 
Meyer, the California youth who won 
the 500-mile Indianapolis race on Me- 
morial day, Lou Moore, runner-up in 
that event, Cliff Woodbury, Karl De- 
Vore, Babe Stapp, Dave Evans, Nor- 
man Batten, Cliff Bergere, Fred Co- 
mer and Bob McDonough. All bet- 
tered 135 miles per hour in their qual- 
ifying tests. 

The race is being held under A, A. 
A. sanction and rules, and besides a 
cash prize, the winner will be award- 
ed 400 points to add to his season's 
total of points for A. A. A. champion- 
ship honors. 


Lookouts Sell 


Horan to Barons 


Chattanooga, Tenn., July 3.—(9)— 
The sale of Johnny Horan, pitcher, 
to the Birmingham club for a cash 
consideration was announced by offi- 
cials of the Chattanooga Baseball com- 
pany today. Horan will join the 
Barons at once. He will be succeeded 
on the staff by John Singleton, a 
right-hander secured from the Sacra- 
mento club of the Pacific Coast 
league. 


Racer Is Injured 
As Boat Hits Log 


St. Louis, July 3.—(4)—When his 
boat Baby Peerless struck a log in 
the 151 limited class of the Mississip- 
pi Valley Power Boat association re- 
gatta here today, Chris Ripp, Jamaica, 
N. Y., was thrown 20 feet through the 
air and severely injured. He was rac- 
ing in the second event, The boat cap- 
sized and sank. 


Mr. Junks Wins. 


Newmarket, England, July 3.— 
{United News.)—Major McCalmont’s 
crack gray colt, Mr. Junks, won the 
$10,000 July stakes of five furlongs 
and 140 yards for two-year-olds, with 
A. De RKothschild’s Reflector second 
and Lord Rosebury’s Midlothian third. 
Five ran, each of the leaders carrying 


New Open King 
Welcomed 
Home 


New York. July 3.—()— 
Johnny Farrell, who left home 
a record holder of minor golf 
titles and returned open cham- 
pion of the United States, to- 
day received an official welcome 
from New York's acting mayor 
and invitations to numerous din- 
ners in his honor. 

The Westchester pro, return- 
ing with Gene Sarazen, run- 
ner-up in the British champion- 
ship, was greeted at the rail- 
way station by the mayor's re- 
ception committee and escorted 
to city hall to hear “well done” 
from acting Mayor Joseph YV. 
McKee, himself a golfer of some 
prowess. 


The new champion, who won 
the title in a thrilling 36-hole 
play-off with Bobby Jones, the 
amateur champion, credited his 
trusty mashie niblic with his 
victory. A tee shot at the short 
13th when the ball stopped 
“stone dead” was the crucial 
moment of the _ all-important 
test, he said. 

Paying tribute to his final 
opponent, Farrel said, “After 
tying | am very proud to have 
won from such a great golfer 
and sportsman as Bobby Jones.” 


CONGER AFTER 


HAHN’S SCALP 


IN U. S. TESTS 


Cambridge, Mass., July 3.—(/)— 
Ray Conger, the only middle distance 
runner who has beaten Lloyd Hahn in 
two years, will try to outstep the Ne- 
braskan flyer again over the SOO me- 
ters distance iff the final Olympic 
try-outs at Harvard stadium on Fri- 
day. 

When Conger and his Illinois A. 
C. teammate, Ray Watson, the na- 
tional half mile champion, arrived 
here today, the former denied reports 
that he intended to run the 1,500 me- 
ters. After the pair worked out, both 
said they would start in the 500 me 
ter race. 

Conger’s decision made the 800 me- 
ter event top heavy with favorites, 
among whom are Hahn, Sam Martin, 
Pincus. Sober, George Leness, Sid 
Robinson, Bill Gess, Virgil Gist and 
Orval Martin and a flock of other 
strong four furlong runners. 

The 1,500 meter field, with Con- 
ger out, does not appear as brilliant, 
although Ralph Lutman, the intercol- 
legiate mile champion; Rufus Kiser, 
the national collegiate champion; Bil! 
Cox, Leroy Potter, Charley Sansone, 
Melvin Burke, of the Utah Aggies, 
and Nick Carter appear impressive. 
None of these, however, has broken 
four minutes for the 1,500 meters this 
year. One of them probably will have 
to get under that time to win on Sat- 
urday. 


Canada Selects 
Its Olympic Team 


Hamilton, Ontario, July 3.—(A)— 
Selection of Canada’s Olympic track 
and field team, announced today, 1s 
featured by the inclusion of three 
stars who have developed their skill 
in colleges of the United States, The 
team includes a crack group of long 
distance runners, contenders for both 
the 10,000-meter and marathon cham- 
pionships. 

From American college ranks the 
dominion has recruited Phil Edwards, 
famous negro runner who won the 
intercollegiate half-mile championship 
at Boston for New York university; 
Victor Pickard, pole vaulter, who has 
represented the University of Vitts- 
burgh in competition the past few 
years, and George Hester, crack Uni- 
versity of Michigan sprinter. All 
three are looked upon as formidable 
candidates for Olympic honors, par- 
ticularly Edwards, who is entered for 
both the 400 and 800-meter runs at 
Amsterdam. 

The long distance runners include 
Johnny Miles, Cliff Bricker and BMly 
Reynolds, all of whom have raced 
with conspicuous success in the 
United States within the past few 
years. 


Navy Too Busy 
For Xmas Game 


Annapolis, Md., July 3.—(?)—Be- 
cause of the stiff program already 
mapped out for next season’s Naval 
Academy football team, it would not 
be possible to stage a Christmas day 
gridiron game with the University of 


Southern California at Los Angeles, 
Commander Jonas H. Ingram, direc- 
tor of athletics at the Naval Academy, 
said tonight. 

Representatives of the California in- 
stitutions have conferred with navy 
authorities looking to a regular con- 
tract which would bring the two 
schools together annually for an in- 
tersectional clash, but Naval Academy 
athletic officials feel that such a con- 
test would work a hardship on the 
midshipmen who already face several 
strong teams in the fall. 


Tyson Is Injured 
Chasing Fly Ball 


New York, July 3.—(#)—Albert 
Tyson, Brooklyn outfielder, had his 
leg broken at the Polo grounds this 
afternoon when he eollided with Rube 
Bressler, as both chased a drive on 
which Travis Jackson, of the Giants, 
made a home run in the first inning. 
Tyson was knocked down by the im- 
pact, and Bressler so stunned that 
he was unable to chase the ball. 

An examination of Tyson’s injury 
revealed a severe fracture of the large 
bone of his left leg just above the 
ankle. He will be out of the game 
the rest of the season and perhaps 
for all time, physicians said. 

Bressler remained in the game. Max 
Carey replaced Tyson. 

The injured Brooklyn fielder, once 
a Giant and last season with Buffalo 
in the International league, was hit- 
ting .271 for 58 games. He hit .375' 
in Buffalo last year. 


7 Junior Champ. 
* Abraham Kussman, of New York, 
city, first intercollegiate chess cham- 


A 


Tex Dispels ic 
All Rumors 
Of No Fight 


Says All He Needs To Draw 
Is $685,000 and That He’s 
Expecting More. 


New York, July 3.—()—All rnu- 
mors to the contrary, Gene Tunney 
will fight Tom Heeney 15 rounds in 
the Yankee stadium on the night of 
July 26—‘“and you can go right out 
and bet money on it.” 

That is the answer of Tex Rickard 
to reports that someone, possibly Jack 
Sharkey, will take the place of the 


New Zealand piumber under the flood 
lights of the big American league 
ball park, or that the match, because 
of feeble interest, might go over en- 
tirely until next September. 

The promoter reiterated his belief 
that the fistic plum of the summer will 
draw a gate of at least $1,500,000 and 
that -his advance sale already has 
reached $250,000 in spite of reports 
it is much less. 

Needs $685,000. 

“All I need to draw that night,” 
Tex declared, “is $685,000 to pay all 
expenses. Orders on hand already 
have taken 5,000 of the 22,000 top- 
priced seats, the $40 tickets. Vil 
have a list within a day, ready for 
publication, of every single seat ap- 
plication.” 

The presidential year, held out al- 
ways as a bugaboo to business and 
high finance, will have no bearing on 
the heavyweight extravaganza, Rick- 
ard believes. 

“Why, I went down to Houston my- 
self to see Al Smith nominated and 
vO per’ cent of the people there were 
politicians, publishers and newspaper- 
men—and they’re all on my compli- 
mentary list to begin with. There's an- 
other class of people coming from all 
over the country to see a heavyweight 
championship match. They'll all be 
here on the 26th of July.” 


Good Advance Sale. 


The promoter declared his advance 
sale today was greater than at the 
corresponding point before Jack Demp- 
seys title defense against Tunney 
in Philadelphia in 1926. Furthermore, 
he believes that Heeney, considered no 
better than a 3-to-1 shot against the 
champion, will do better in the odds as 
the fight approaches, whereas Tunney 
entered the ring against the old Man- 
aSSa Mauler at those figures. 

Rickard has placed 88,000 tickets 
on sale. If all are turned into cash 
before July 26, the gate will ap roxi- 
mate $2,400,000. Although both the 
champion and challenger still are 
bound only by agreement to fight for 
Rickard, the promoter said he would 
have the formal documents signed and 
delivered to the New York state athlet- 
ic cOmmission next week. 


| Insurance League | 


_ The big upset in the Insurance league 
Tuesday was the defeat of Turner's Office 
by the Fireman's Fund, 3 to 1. The con- 
test went ten* innings, and was finally 
won when McDonald hit a double, scoring 
Moon. It was acclaimed by many who saw 
it as the best game yet played in the In- 
surance league. Honors were even 
between the pitchers, both of them being 
steady and stingy in the pinches. 
The Cotton Insurance team won a one- 
sided affair from Commercial Union. 12 
ett eee hit best for the losers. and 
npor ; j 
weathers and Gulledge did well for the 
Royal defeated Georgia Casualty, 14 to 
7, the heavy artillery of the Royalists get- 
ting 18 hits, Pavioskey, Wilson and Fowler 
led the attack, while triples by Nurphy 
and Littleton came at opportune times. 
Cutter, Sams and Redmond were best 
with the stick for Casualty. Royal pulled 


one fast double pla ’ 
to Wilson, piay, Copelan to Murphy 


about 


ROYAL ab. 
Murphy,ss. 5 
Copelan,2b 5 
Pavisky.3b 
Wilson, lb. 
Smith, If. 
Rurton,ef. 
Fowler,rf. 
ttleton,e 
‘loyd, p. 

Vadrick, p. 1 


= % e.| G. CAS, a 
0} Redmond.3b ! 
0} Abbott, 2b. 
~|Pirkle, ef. 
0| Hemming.ss 
0 Yancey, ¢, 
0! Cooper, If. 
0 Cutter, Ib. 
Kellogg, rf. 
0)}Sams, p. 

0) West, rf. 

y Davis, If. 

| 'urner, ef. 
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Totals 
Score by 
Royal 110 200--14 
Ga. Casualty 000 022 102-7 
Summary: Triples, Murphy, Littleton: don- 
ble, Pavloskey: struck out, by Floyd 9, br 
Padrick 2, by Sama 2: hits, off Floyd 7 
in 6 innings, off Padrick 7 in 3 innings. off 
Sams 8 in 9 innings. Umpire, Dorfan. 
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The Box Score. 
r. e.| COM. ‘ 

0) L’bidge,c-1b 
O|Pattillo, ss 
0) Brona'’n,p-2b 
1/ Harrison,ct 
1) Payne, Ib-e 

0| Woodruft,3b 
O| Burnett, if 
)' Grissett, rf 
0 Smithy,2b-p 
0| 
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Parker, % 
D’port,ss-p 
Gulledge, e 
Dobbs, 3b-ss 
land, ib 

Bridges. if 
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Totals 


a 


2813 9 2) Totals 


Summarys: Triples, "Davenport 2; doubles, 
Gulledge, Bronson, Grissett: pitchers’ rec- 
ords: stuck cut, by Davenport 1, by Bron- 
son 4, by Smithy 2; hits, off Davenport 7 
in 6 innings, off Bronson 3 in 8 1-3 innings, 
off Fmithy 6 in 2 2-3 innings, Umpire, 
Fincher. 
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e.| T. f 


OF 


- 7 
>° 


0 Everett, 
O'E'ridge, lib 
0 Newman,2b 
O\Lane, If 
liLewis, rf 
l'Awtry, ef 
G'smith, 3b 
0| Hourston, rf 
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Nesbitt, es 
Pollock, rf 
Norvelle, p 
Davis, rf 


Totals Q | 
Seore by inn 
F. Fund 
Turner's Office 
Summary: Doubles, McDonald, 
pitchers’ records: struck ont, by WNorvelle 
6, br Everett 6: hits, off Norvelle @ in 10 
innings: off Everett 9 in 10 innings. Um- 
pire, Walton. 


Mrs. Spitz Leads. 


Hot Springs. Va.. July 3.—()— 
Mra. J. G. Spitz, Richmond, with a 
score of 95 here this afternoon, led 
the field of 28 women in qualifvire 
round of the Virginia state women’s 
golf championship. Mrs. Barham 
te Norfolk, finished second with 
a 


> 20 OO am Oo On OR OR ce 
: 


SScoooSsooH ems 
FF — ee Te <) oe 
eocoosceooros’ 


im 
‘ i Sweoooroeso 


$31 6 


—wys 
oS 
Rs 


oA field of 16 entries will participate 
in the finals matches, which begin 
tomorrow. 


BASEBALL 


2 GAMES TODAY 


First Called 10 A. M. Afternoon 
Game 3 P, M. od 


ATLANTA VS. NEW ORLEANS 


pion, is a junior at the College of the 
4 City’ of New Xork, 


—- 
Sh 


: » o . ~ . » 2 y. 
elas ean mage Re ae Se eee ade ee DP sion @ ner’ ; ; ok ‘ s - 
: —* - F ae Sy oo A re. Wie Tip igh Be a4 a = a. ‘ ¢ r - . ry ‘ 2 es on a 
Pas PS Sah, Cra Ge > eas BE, ey CROLL °F ae REE on ee Ce ee a ey ra ee? see aw ee ae Peale Ree pk BT aha ity as pk Pe 9 a a’ et mE? 2 
2 4 o : A, Nias by a ~* a ae >, MBO A Pl tA ed he Se ee, . oes a ee J Sees , a E- ee a NS Say 8 Somat eS a Bea, eT yk a Sea at aS ae tee . t= Satine ne OE : 
; SoH ke < Fe PS ee Choe & es * aot Ur hie iy ae Oi Tae RP cx Bhs mein bs “ho RAS iar hs BEERS ibe Gib sg Ga eS i gs ae a at seat mee) 2 Sock SO he a Se TE ee i ee 
rs Sipe 2 Ak ce ’ Haake at on a Ore a ea OS ae Se ee eR a tater 4s Pe eh lage OO Cone, ig EN eR hea ey Te POOL 2ite hye Fiaaht SF) a TE Pat oe 
s , hte 5 J ~— mei é elit Fe ry it ) » oF = oF FS Si Bo hi ats Po Bihar be to ee a 2 ‘Snes + ener ay . x hee , y ae re MTS 
s ) : . s) 4 ae x . ¢ 4 1S od a I> * Ate nat , << ox ‘ ‘< ¥ 5 - ’ a rt Dr 
. j : - owe . + 19S | Peat 
. _ 5 7 7 *t s + Rc mage 
ee % J , 2 2 Z , . - ” 
—_ — 
. : " 
| ( | k | 
g + 


3 


' us 
: Sart. & | 

~~, 5 

: > - 


AR i ey et eee ar ee gees 
gi oghuk ae Side ‘ Re oe a Pa ae RET el sR a 
% vee? om ¥ eS <3 vues he > oy 3 i az 
a st es Pe “Oe ? : ? 
¥ ty “Sa > 


x . 


4, 1908 


th _—" 4 = 


Pels Go 1 Up 
On Atlanta; 
Play:'2 Today 


‘Niehotfers Outhit Birds in 
Third Game; Dudley, Mar- 
tina Battle on Hill. 


BY BEN COTHRAN. 

New Orleans used old “Oyster Joe” 
Martina to kick the Crackers soundiy 
in the pants Tuesday afternoon and 
slide into fifth place in the new 
standings while the Crackers went 
down to sixth. The score was 4 to 2, 
another mightly blow by Jim Poote 
in the eighth and a wonderful slide 
into first by Billy Rhiel being the 
main factors in a two-run rally. 

So today the Crackers are faced 
with Fourth of July and the arduous 
task of playing a morning and after- 
noon game, engaging in a beauty cun- 
test and a field meet. It might not 
be amiss to remark at this point that 
this would be the time for our lads to 
create a new declaration off inde- 
pendénce and .win themselves a pair 
of ball games, for it would certainiy 
help a great deal and the effects of 
the rebellion might be far reaching. 

To do it they will be forced to de- 
feat old man ve Danforth in the 
morning game, beginning at 10 o'clock, 
and a certain Mr. Underhill in tie 
second game, beginning at 3 o'clock, 
with the beauty contest and fie!d meet 
to get going at 1:30, the United States 
marines Officiating. 

Thefe’s no need to snicker at the 
Suggestion of the Crackers Winning 
a pair from New Oneans. Drop out 
today and see if it can be done. 


Tight Affair. 


Up until the eighth inning Tues- 
day it was one of those ball games. 
Dudley had allowed the Pelicans five 
hits and one run, two of the hits aud 
a stolen base by Padgett accounting 
for a score in the third. Martina had 
given Atlanta five hits but there 
hadn’t been “nary a run” and, as the 
couutry correspondent said once, “the 
game was closcr than the score would 
indicate.” 

Then the thunderous eighth rolled 
around. New Orleans paired «a couple 
of hits with a muffed fly to send in 
two runs. Jim Lloole got in his migtty, 
blow and Billy Rhiel made his slither- 
ing slide to bring Atlanta within one 
run of tying the score. The ladies, 
it was ladies’ day, yelled, screamed 
and enjoyed themselves satisfactorily. 

lt was an exciting inning. 

Pels Settle It. 


But the Pelicans sealed the thing 
with another run in the ninth. The 
tail-end of the local side's batting or- 
der was up and with Tom Angley on 
first, the skipper sent in Nick Cullop 
to pinch-hit for Dudley. It was the 
fourth time Nick has been sent in 
since being put on the injured list 
and he has delivered twice. But this 
wasn't one of the times and he struck 
out. 

New Orleans’ victory makes the 
count in the series stand at twe for 
the Pelicans and one for the Crackers. 
A double win today, of course, will 
put the locals out in front. Olson 
will pitch for the home team in tne 
first game and either Johnny Adcock 
or Climax Blethen in the second af- 
tair. 

After Dudley had gone for two in- 
nings with only one hit made off his 
delivery, New Orleans broke through 
with a run. Martina made his usual 
strike-out, although the old fellow got 
a hit the next time up, and then Gaid- 
ner slashed away to left for a single. 
He stole second to get in scoring po- 
sition and after Defate popped to 
Niehoff Tucker singled to center and 
there was.a run. , 


Imposing One Run. 


As the innings tumbled in one after 
the other, that one run grew larger 
and larger until it assumed the im- 
posing proportion of a hundred. The 
Crackers got a hit occasionally but 
couldn’t bunch ’em. 

Then the eighth. Gardner started 
it by singling through second. Tucker 
erashed a long fly to right and Zoeller 
had to go up the bank after it and 
dropped the ball, which was almost 
foul. Gardner steamed to third and 
Tucker took second. Davis was thrown 
out by Dudley with no advance. Eich- 
redt, who hadn't hit heretofore, was 
purposely walked for fear he might 
eatch one on the end of his bat, and 
the bases were filled. VDadgett pro- 
ceeded to cross up everyone by siz- 
zling the ball through Dudley's legs 
and on into centerfield. Gardner and 
Tucker scurried across the plate and 
now the count was 5 to 0. 

The strong end of the Cracker bat- 
ting order was up, but the run-making 
didn’t get under way until two were 
down. Then Jim VPoole came to bat. 
Monday Jim planted the ball on top 
of the right field bank and just to 
show the people it wasn't a fluke he 
put another one up there and beat 
the throw home by something ‘like 
six inches. It was a great blow and 
it's beginning to appear that the 
Cracker first baseman has found the 
range. It'll help lots if his shelling 
continues. 

Rhiel’s Great Slide. 


With this done Billy Rhiel slammed 
the ball through second and Gardner 
ran over to make a great stop. And 
he came near throwing KRhiel out. 
But Billy took off head first about 
10 feet from the bag and came slither- 
ing amid a cloud of dust enveloping 
himself, Davis, Pel first baseman, and 
Base-Umpire Brennan. Then Bill’s 
voice was heard to roar “S-A-F-E” 
and there was Billy on the bag, with 
a layer of dust over him an inch 
thick. Max Vest kicked through in 
the pinch and shot a double down 
the third base line to score Rhiel. 
Johnny Jones ended the rally by strik- 
ing out. 

So the battling home side went into 
the ninth with a chance to win. But 
Gardner and his basé-stealing worked 
against them. He bounced a single 
off Dudley’s glove and stole second 
again to score on a single by Vick, 
who had replaced Defate in left field. 
"Pucker unloaded a double in right. but 
Vick got no farther than third. There 
were two men down so when Davis 
knocked a long fly to Zoeller, it was 
all over. 

Skipper Niehoff led off for the 
Crackers and flew out to left. Tom 
Angley walked, and then, while the 
stands roared their approval, Nick 
came up. He went out swinging— 
hard. A home run, of course, would 
have tied the score. But you can’t 
knock a home run every time you 
come to bat. Nick tried the best he 
could and that’s all you can ask. Fol- 
lowing this, Zoeller grounded to Davis 
at first and the thing was ended. 

And, should anyone ask you, it was 
a good ball game.. 


- WRIGHTSVILLE BEACH 


A veritable summer paradise. Week- 
end and Summer Excursion Fares. 
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ATLANTA— 
Zoeller, rf. 
Gilbert, 3b. 


JOBOS, SB. .466% 
Niehoff, 2b. 
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Angley. c. 
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zBatted for Dudley in ninth. 
Score by innings: 


Two-base hits, Zoeller, Gilbert. 
Rhiel, Tucker; home run, Poole; stolen 
bases, Gardner 2; sacrifice hits, Vick, Rhiel, 
West; double play, Jones to Niehoff to 
Poole; left on bases, New Orleans 9, At- 
lanta 7; bases on balls, off Dudley 2, off 
Martina 3; struck out, by Dudley 3, by 
Martina 4. Umpires, Hopper and Brennan. 
Time, 2:13. 


American League 


SOX ARE STEADY. 

Chicago, lll., July 3.—The White 
made it three straight from the St. Louis 
Browns today, winning 8 to 7, after over- 
coming a tour-run rally by the Browus ip 
the ninth inaing. 

Trailing six te three. the Browns made 
fuur hits good for four ruus and a 7 to 6 
margin in their half of the final. but the 
Sex came back and scored two runs on 
# walk to Kamm, Metzler’s triple and Cis- 


sell’s single. 

The Box Score. 
ab.b.po.+.; CHI. 

5 210 Ol’ field, 
Clancy, ib 
JiMostil, cf 
0' Reynolds.rf 
liKamm, 3b 
liMetzler, if 
2\Cissell, ss 
iBerg. c 
“Crouse, ¢ 
ti('ox, p 
0 Adkins, 
()) 

0 0 


a slice we 
Totals 37 10x2611) Totals 35 15 27 16 
Score by innings: R. 

St. Louis 2 000 014—7 

Chicage .. 013 102—8 
Summary: Ruus, Blue 2, Brannon, Man- 

ush 2, Schulte, Manion, Mostil 2. Kamm 2, 

Metzler, Cissell, Berg 2; errors, McNeely, 

Sax, Wiltse, Clancy, Reynolds: runs batted 

in, Cissel] 2, Reynolds, Kamm, Berg. Hun- 

nefield, Metzler. Schulte 2 Manush 2, Kress: 
two-base hits, Reynolds 2, Berg 2, Metz- 
ler, Cox, Kress, Manush: three-base hits, 

Metzler. Manush; stolen bases, Cissell: sac- 

rifices, Metzler, Huunefield, Kamm; bases 

on balls, off Cox 2, Wiltse 3, Oxden 1: 

struck out, by Cox 4, Stewart 2. Wiltse 1; 

hits off Stewart 11 in 6 innings: Adkins 

2 in 2-3 innings; left on bases, Chicago ¥. 

St. Louis 7; hit by pitcher, by Stewart 

(Kamm); winning pitcher, Adkins; losing 

pitcher, Ogden. Umpires, Diesel, Campbell 

and Owens; time, 2:09. 
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Blue, 1b 
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ATHLETICS WIN 
Philadelphia, July 8.—The Athletics de- 
feated Boston, 4 to 38, today in a game 
that marked the first victory of the season 
for ‘‘Bullet Joe’’ Bush, a hero of wtther 
years for the Mackmen. Though touched 
for eight hits Bush kept them well scat- 
tere! in all but two innings. Al Simu ons’ 
single to right in the eighth drove in the 
two runs which gave the Athletics’ victory. 
Jack Russell was chased from the box dur 
ing this rally; Pat Simmons relieving him 

The Box Score. 

pu.a.; PHILA. 

2 OU} Bishop, 2b 
2;Cobb, rf 
1, Cochrane, ¢ 
0 A.Sim'ns, If 
1 6| Hauser, 

» 4.0 Miller, « 
2 3! Dykes, 
0, Foxx, 
i' Boley, 
0) Bush, 
1| 
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Totals 31 8 =4 14; Totals a7 
xBatted for Gerber in ninth. 

xxLBatted for Hofmann in ninth. 

Score by innings: RK. 
SS ee ie ee. a a 020 000 001—3 
|. Reena 000 UCU 22x—4 

Summary: Runs, Taitt 2 Bishoy, Cobb, 
Hauser, Miller; runs batted in, Taitt. Hof- 
mann, Rollings, Miller, Foxx, A. Sinimons 
2; two-base hits, Cobb, K. Williams, Hauser; 
three-base hits, Taitt, Miller; sacrifices, 
Fox, Flagstead, Uochrane; double plays, 
liush to Hauser, Dykes to Bishop to Hauser. 
Myer to Hofmann; left on bases, Boston 
0, Philadelphia 4: bases on balls, off Rus- 
seil 3, off Bush 8; struck out, by Bush 
3; hits, off Russell 6 in 7 1-3 innings,’ off 
P. Simmons 1 in 2-3 innings: losing pitcher, 
Russell. Umpires, Barry, McGowan and Con 
nolly. Time of game, 1:29. 


; YANKS EVEN SERIES. 

Washington, July 3.—The Yankees evened 
their series with the Senators by sneezing 
home ahead, 7 to 6, today in the eleventh 
inning of the secend clash. The Senators 
xOt to Herb Pennock for 11 hits, five of 
which were bunched in the fifth fer four 
runs, but he held out until his mates 
rescued the game for him. 

The Box Score. 
4a.; WASH. 
0j)Rice, rf 
SiHayes, 2b 
0 Barnes, cf 
(iGoslin, If 

3 O West, If 

2 O' Judge, Ib 
+! Reeves, s« 
4'Bluege, 3b 
Ruel. ¢ 
0| Hadley, 
%izKenna 
0} 


See of 
Combs, ef 
Koenig, ss 
Ruth, 
Gehrig, 
Meuse}, 
Paschal, 
Lazzeri, 
Rober'n, ; 
Collins. e¢ 
(irab'ski, e 
Pennock, p 
xDurst 
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Totals 49173314! Totals 43 11x32 18 

xBatted for Collins in sixth. 

zBatted for Hadley in eleventh. 

xGrabowski hit by batted ball. 

Score by innings: Ri 
New York 102 011 001 01—7 
INES 2 a a 020 040 000 00—6 

Summary’ Runs, Combs, Koenig 3, Ruth. 
Gehrig, Robertson, Hayes, Barnes, Goslin, 
Judge 2 Hadley: errors, Lazzeri 2, Robert- 
son, Collins, Pennock, Reeves: runs batted 
in, Gehrig, Bluege, Koenig (2), Meusel. 
Hayes, Judge, Reeves, Paschal; two-base 
hits, Lazzeri, Bluege, Koenig: three-base 
hits Koenig Combs. Reeves: stolen bases, 
Goslin, Gehrig. Barnes Judge: sacrifices, 
Reeves, Gostin; double plays, Lazzeri to 
Koenig, Bluege to Hayes to Judge: left 
on bases, New York 13, Washington 7; 
base on balls, off Pennock 1, Hadley 8: 
struck out, by Pennock 1, Hadley 6: wild 
pitches, Pennock. Umpires. Hildebrand, 
Ormsby and Guthrie. Time, 2:33. 
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EXTRA INNING WIN. 
Detroit, Mich., July 8.—Joe Sewell's triple 
aod Summa’s single in the twelfth inning 
gave Cleveland the second game of the 
series with Detroit. 6 to 5, here teday. 
Cleveland won the game after coming from 
hehind to tie the score in the ninth, Kenneth 
Holloway went the full distance for the 
Tigers but Grant. who started for the In- 
dians, was removed for a pinch hitter in 
the ninth inning. Hudlin finished the game 
and was credited with winning it. 
he Box Score. 
CLEVE. ab.h.poa.| DETROIT 
Jam'son. 8% U| Sweeney,ib 
Lind, 2b 2 5| Warner, 3h 
Morgan. cf 0|G’ ringer. 2b 
J.Sewell,ss 4\ Rice, cf 
Burns, ib 1} Hargrave, c 
Summa, rf 0} Heilmann,rf 
Fonseca, 3b 1|Tavener, ss 
L.Sewell, c 0} Wingo, If 
Grant, p 3| Holloway.p 
M’tage, 3b 0) «F’hergill 
Hudlin, p 0} azMcManus 
xUhle 1 
0 


U) 
cxGerken 0) 
a | ms 

Totals 46 14 36 14; Totals hl 14 36 23 

zBatted for Holloway in twelfth. 

zzBatted for Sweeney in twelfth. 

xBRatted for Grant in ninth. 

xxRan for Uhle in ninth. 

Score by innings: 
Cleveland 
Detroit 

Summary: Runs, Lind, Morgan. J. Sew- 
ell, Burns, Summa, Montague, Rice. Heil 
mann, Tavener 3; errors, L. Sewell, Mon- 
tague, Warner, Tavener; runs batted in, 
Burns 2, L. Sewell 2. Fonseca, Summa, 
Winge 2, Heilmann, Tavener, Holloway. 
two-base hits, Hargrave, Tavener, Fonseca 
2, Wingo; three-base hits, Burns, Tavener 
2. Rice, J. Sewell; sacrifices, J. Sewell, 
Hollowey, Morgan: double plays, Holloway 
te Sweeney to Hargrave, Gehringer to Tav- 
ener to Sweeney: left on bases, Cleveland 
11, Detroit 14: bases on balis, off Grant 
3, off Holloway 4: struck out, by Grant 
5. by Holloway 4: hits, off Grant 13 in 8 
innings. off Hudlin 1 in 4: hit by pitcher, 
by Holloway (L. Sewell): winning pitcher. 
Hadlin. Umpires, Vangraflan, Nallin and 
| Dineen. Time, 2:30 
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BY - DICK- HAWKINS- 
Startling News. 


Most starting news presents itself upon our return from a thrilling 
golf tournament at Chicago and an equally thrilling vacation in the wilds 
of Michigan. We find that the members of Mr. Spiller’s crumbling Crack- 
ere and Mr. Heinemann’s palsied Pelicans will engage in a beauty contest 
today at Spiller’s park. 


There are great possibilities in that gag. Just think of the 
movie contracts, stage offers and modeling jobs lying in wait 
for sonte fortunate Adonis of the diamond, Also the divorce 
Suits, alienation suits and domestic strife which lie in wait for 
the same fortunate Adonis when his bride begins to realize that 
he is the most beautiful of all ball players today. 


The United States marines, who, by their own admission, won the 
war, have missed a bet in preparation for the beauty contest. It should 
be staged in regulation style with ail entrants clad in bathing suits and 
naught else. The presence of form-hiding baseball uniforms and mun- 
dane spikes will kill half the thrill of the parade. 


On the other hand, if the players could be clad in ringed, 
streaked and speckled bathing costumes and paraded before the 
judges the road to fame as chorus men might be opened to some 
such stalwart as Billy Rhiel or Nick Cullop. The latter would 
be allowed to don a bathing cap for the parade, else he might be 
snatched into a contract by some hair tonic king. Then there’s 
Rube Robinson, who stands a very fair chance to win some- 
thing in uniform, but in a bathing suit Rube would certainly be 
a valuable inspiration to his famous namesake, Rube Goldberg, 
the cartoonist. 


And the Skipper. Just vision the Skipper parading before the stands 
in a brand spanking new Bradley or some such garment of brilliant red, 
striped with white and monogrammed in green. Que good look at the 
Skipper’s legs and some specialty manufacturing artist would give him a 
tidy contract to pose for croquet arches, or perhaps some corpulent 
brewer might be in the stands, ‘and in that case barrel hoops would change 


style immediately. 


* . 


Today Is a Busy One. 

The above-mentioned beauty contest takes its place with 
the most interesting of all events on a very busy sports program 
today, but it is really only one of several major events sched- 
uled at points far and near. 


. . 


The double-header and all its trimmings will have a worthy rival for 
sports favor when the pilots of some dozen or more speed cars of the 
dirt track variety step otf a few dangerous miles on the track at Lake- 
wood this afternoon. Atlanta has begun to look forward to its Independ- 
ence Day excitement at Lakewood and there seems to be no reason why 
Atlanta shouldn't. Each year the races furnish a bit more excitement 
than they did the year before and, judging from the entry list, this year 
will be no exception. 


Those who like to see the races for the sport of the thing 
will fill a large part of the grandstand and the morbid fans who 
attend such functions, just to see some poor devil pile up his 
vehicle and himself in the convenient lake or through a more 
Such in- 


cidents are quite common in the roaring life of the roaring dirt 


SOUTHERN LEAGUE, 
New Orleans, 4: Atlanta, 2. 
Mobile, 12: Birmingham, 8. 


Memphis, 10; tittle Rock, 9. 
Nashville, 9; Chattanooga, 1. 


convenient fence will fill the remainder of the seats. 
track. 
|Standi 


SOUTHERN sr pois 


ult, 


CLUBS— 
Little Ruck 
Memphis 
Birmingham 
Mobile 
New Urleaus .. 
ATLANTA 
Nashville 
Chattanooga 


AMERICAN 


LEAGUE. 
Chicago, 8; St. Louis, 7. 
Cleveland, 6; Detroit, 5. 
Philadelphia, 4: Boston, 3. 


AMERICAN LEAGUE. New York, 7; Washington, 6. 


CLUBS— 
New York 
Philadelphia 
St. Louis 
Cleveland 
Washington 
Boston 
Chicago 
Detroit 


NATIONAL LEAGUE. 
Chicago, 13: St. Louis, 5. 
New York, 8: Brooklyn, 7. 
Philadelphia, 6-15: Boston, 5-0. 
Cincinnati, 9; Pittsburgh, 7. 


SOUTHEASTERN LEAGUE. 


Pensacola, 6; Jacksonville, 5. 
Montgomery, 3: Tampa, 7. 
0: Selma, 1. 
Savannah, 6; Columbus, 1. 


— + 


SALLY LEAGUE. 


Asheville, &: Greenville, ©. 
Charlotte, ¥: Columbia, & (11 
Knoxville, 4: Spartanburg, 7. 
Macon, 4; Augusta, ¥. 


—_— — 


NATIONAL aaa D | 4 Albany, 


CLUBS — 
St. 
New York 
Chicago 
Cincinnati 
Brooklyn 
Pittsburgh 
Boston 
Philadelphia 


innings), 


_-_ -— 


GEORGIA-ALABAMA LEAGUE, 
Tindale, 1; Cedartown, 5. 
(arroliten, 8: Gadsden, 12. 
Auniston, 8; Talledega, 9%. 


SALLY LEAGUE. 
CLUIS— 
Asheville 
Alacon 
Spartanburg 
Knoxville 
Columbia 
Augusta 
Greenville 
Chariotte 


FLORIDA STATE LEAGUE. 


Orlande, 1: St. Petersburg, 2. 
Miami-West Palm Beach: rain, 
Sanford, 1; Daytoua Beach, 2. 


—_-— LEAGUE INTERNATIONAL LEAGUE. 
od —————— egg FR Jersey City. 3: Newark, 2 (10 innings). 
Jacksonville 
Tampa 
Montgomery 
Pensacola 
Selma 
Savannah 
Columbus 
Albany 


GEORGIA-ALABAMA LEAGUE. 
CLULBS— Won. 

Cedartown 

Carrollton 

l.indale 

yadsden 

Anniston 

Talledega 


TodaysGames| 


SOUTHERN LEAGUE. 
New Orleans at Atlana. 
Mubile at Birmingham. | 
Memphis at Little Rock. 
Chattanooga at Nashville. 
(All play two ganies.) 


Rochester. 7: Montreal, 3. 
Buffalo. 7: Toronto, 6 (12 innings). 
Only games scheduled, 


PIEDMONT LEAGUE. 
Raleigh, 9; Salisbury, 6. 
High Point, 8; Greensboro, 12. 
Winston-Salem, 8; Durham, 6. 


Sut De & DID 


AMERICAN ASSOCIATICN. 


Louisville, 3: Indfanaposis, 5. 
Milwaukee, 5: Kansas City, ®. 
Minneapolis, 7; St. Pawl, 3. 

Toledo, 8; Columbus, 4. 


THREE-EYE LEAGUE. 
Ouiney, 5: Evaneville, 8. 
Springfield, 2: Danville, 8. 
Decatur, 7: Bloomington. 3. 
Peoria, 10; Terre Haute, 7. 


_— 


TEXAS LEAGUE. 
Shreveport @: Fort Worth 3. 
Wichita Falls 7: Dallas 6. 
Reaumont 3: Houston 1. 
Waco 7; San Antonio 6. 


tow ee 


EASTERN CAROLINA. 
Wilmington, 12; Greenville, 7. 
Fayetteville, 8: Goldsboro, 45. 
Kinston. 6; 


Rocky Mount, 4. 


AMERICAN LEAGUE. 
St. Touis at Chicago. 
Cleveland at Detroit. 
Boston at Philadelphia. 
New York at Washington. 
(All games double-headers. ) 


COTTON STATES LEAGUE. 
Jackson, 3: Vicksburg. 2. 
Meridian. 17: Laurel. 2. 

Monroe, 14: Alexandria, 3. 
(Only three games.) 


PACIFIC COAST LEAGUE. 
Hollywood, 8; Portland. 5. 
Missions, 6: Seattle, 2. 
Sacramento-Los Angeles; postponed, teama- 

traveling. 
Oakland, 1; San Francisco, 2. 


NATIONAL LEAGUE. 
Chicago at ‘St. Louis. 
Cincinnati at Pittsburgh. 
Brooklyn at New York. 
Philadelphia at Boston. 
(All games double-headers.) 


WESTERN LEAGUE. 
No games scheduled. 


EASTERN LEAGUE. 
New Haven, 8: Bridgeport, 0. 
Hartford, 3: Albany. 2. 
Pittsfield, 11: Providence, 9 (10 innings). 
Springfield, 9; Waterbury, 0 


SALLY LEAGUE, 
Columbia at Charlotte. 
Knoxville at Asheville. 
Spartanburg at Greenville, 
Augusta at Macon. 
(All games double-headers.) - 


SOUTHEASTERN LEAGUE. 
Pensacola at Jacksonville. 
Montgomery at Tampa. 

Albany at Selma. 
Savannah at Columbus. 
(All games double-headers. ) 


GEORGIA-ALABAMA LEAGUE. 
Lindale at Cedartown. 
Carrollton at Gadsden. 
Anniston at Talladega. 
(All games double-headers.) 


Pennsylvania Open 
Won by Tom Armour 


Pittsburgh, July 3.—()—Tommy 
Armour, Washington, D. C., former 
open golf champion, today won the 
Pennsylvania open championship, seor- 
ing 296 for the 72 holes of play over 
the Oakmont course where he won 
the national title last year. He fin- 
ished four strokes ahead of Peter 
(Hara. Westmoreland Country pro. 


Reversed. 
Hamlin, which wound up the West 
Texas league first half by landing in 
last place, lei the second half witb 


U.S. Olympic 
Stars Smash 
Record Twice 


Track Stars at Phil- 
adelphia. 


BY KILLIER KREIGBAUM. 

Philadelphia, Jaly 3.—The world's 
record for the 400 meter hurdles was 
broken twice today within a few min- 
utes in the Olympic trials of four of 
the twenty-two track and field events, 

F. Morgan Taylor, Illinois A. C.. 
won his heat of the 400 meter hurdles 
in the record-equalling time of 53 4-5 
seconds only to come back and betier 
the mark by a fifth of a second in 
the semifinals. 

The dramatic climax, however, was 
reserved . for the second sémifinal 
when Frank Cuhel of the University 
of lowa again broke the record by 
winning the event in 53 2-5 seconds. 

Dick Powerey of Los Angeles, who 
broke the record in the Pacific coast 
tryonts, hit the last hurdle and did 
not finish his heat. 

Elkins Pulls Tendon. 

Fait (Chief) Elkins, national deca- 
thalon champion, pulled a tendon and 
had to withdraw from the tryvuts. 
The injury undoubtedly means that 
the United States will lose one of her 
best all-round athletes for the Olym- 


pics. 

With five of the final Olympic de- 
cathlon events completed, Jim Stew- 
art, University of Southern California, 
held the lead over Barney Berliner, 
University of Pennsylvania freshman. 
Kenneth Doherty, C. C., of Detruvit, 
was third. 

Summaries: 

QJualifiers for 400 
meters flat were: 

Ray Barbuti, N. Y. A. C., Herman 
Phillips. Illinois A. C.; Lewis, Detroit 
Y. M. C. A.; Russell Walter, North- 
western, Emerson Spencer, Stanford 
(by special consent of meet referee) ; 
Emil Snider, Alabama Poly institute: 
RK. F. Bowen, Pittsburgh A. A.: Ken 
Kennedy Illinois A. C.; Gerald Swope, 
N. Y. A. C.; Joe Tierney, N. Y. A. C.: 
George Baird. Iowa; Fred Alderman, 
Illinois A. C.; Norman St. Clair, 
Rochester A. C. 

(Jualifiers for final 400 meter hur- 
dles tryouts were: F. Morgan Taylor, 
Illinois A. C.; John Gibson, Blvom- 
field C. L.; Palmer Wright, N. Y. 
A. C.; Ken Grumbles, Los Angeles 
A. C.; Frank Cuhel, University of 
lowa: Bol Maxwell, Los Angeles A. 
C.; Gordon Allott, University. of 
Colorado. 


semifinals in 


Southern League | 


VOLS SWAMP LOOKOUTS. 

Nashville, Tenn., July 3.—Fred Wing- 
field, making his first start in the box in 
more than a month, held Chattanooga safe 
today, while the Vols pounded three Look- 
out pitchers and won 9 to 1. Gilchrist, for- 
mer Auburg college player, drove the ball 
over the back fence in the second inning, 
scoring all the runs Wingfield needed to 
win. Wade hit two home runs and Gottle- 
ber also drove the ball over the fence, 

he Box Score. 

CHAT. h.po.a.| NASIT, 
€.Taylor.if 2 0\|Got’ber, 3h. 
St’ven, rf. 0| Barber. cf. 
Shaner, cf. 1'T. Taylor. rf 
Moore, Ih. 0| Haley, 2b. 
Huber, 38h. 3) Wade. ff. 
Lingle, ec. 2;Oglesby, 1b ; 
Kane, Jb. 3! Mackey, c. 
Clayton, 68 


| 3/Gilchrisf. ss 
Singleton.p 0| W'gfield, p. 
Wierman,p 0} 


Weaver, p 1] 
tLincehao 0) 
xxKloza 0 
Totals 35 72413). Totals 
xHit for Singleton in fourth. 
xxHit for Wierman in. eighth. 
Score by innings: 
Chattanooga 
Nashville . 033 
Summary: Kuns, Huber, Gottleber. 
ber, Haley 2, Wade 4, Gilchrist: errors, 
Gottleber, Haley, Gilchrist 2; two-base hits, 
©. Taylor, Shaner, Mackey, Wingfield: home 
runs, Gottleber, Wade 2, Gilchrist: stolen 
base, Gottleber; sacrifice hits, Gottleber, 
Kane; double plays, Shaner to Lingle, Lin- 
gle to Moore, Weaver to Clayton to Moore, | 
Clayton to Kane to Moore, Gilchrist to 
Haley to Oglesby, Gilchrist (unassisted); left 
on bases, Nashville 6, Chattanooza 13: bases 
on balls, off Wingfield 4, off Singleton 2, 
off Wierman 1. off Weaver struck out, 
by Wingfield 2, by Singleton 4, by Wier- 
man 1; hit by piteher, by Singleton (Oxgles- 
by), by Wierman (Mackey), by Wingfield 
(Lingle); losing pitcher, Singleton. (m- 
pires, Campbell and Held. Time, 1:50. 


CHICKS NOSE OUT TRAVELERS. 

Little Rock, Ark., July 3.—The Chicks 
got the last hit and the last run fin a 
slugging match here this afternoon and 
evened the series by defeuting the Travel- 
ers 10 to 9 in two hours and ten minutes 
of hectic battling on both sides. berger'’s 
triple after Taylor had singleg in the ninth 
drove in the winning ru. Each team used 
three pitchers with Keefe finally stopping 
the Travelers, and winning. Frederick and 
faylor. of Memphis, each got four hits in 
five times at bat. 

The Box Score. 
NEM. ; 


Prothro,ss 
K'gman,’b 
Fr’rick, rf 
Jeanes, cf 
Taylor, If 
Barrett,c 
Berger, c¢ 1 
Hudgens. lb 
Stand'rt,3b 
Caldwell.p 
Kelly, p 
Keefe, p 


Totals 4 

Score by inning 
Memphis .. 
Little Rock 

Summary: tuns, Prothro 2, 
Freoerick 4, Jeanes, Taylor 2, Boss, 
Oliver, Gillespie 2, Gooch.2, Cronin, 
quis; errors, Klugman, Frederick, 
Oliver, Cronin; two-base hits, Taylor. 
erick, Gooch, Boss, Gillespie 2: three-base 
hits, Frederick, Berger. Oliver: sacrifices. 
Jeanes, Dickey: left on bases. Little Rock 
7, Memphis 6; double play, Klugman to 
Prothro to Hudgens; innings pitched, bv 
Caldwell 1-3 with 5 hits and 4 runs: Kelly 
3 2-3 with 9 hits and 4 runs, Marquis 6 1-3 
with 10 hits and 8 runs, Woolfolk 1-8 with 
& hite and 1 run: struck out, by Marquis 
3, Kelly 1, Keefe 3: bases on balls, off Mar. 
quis 1, Keefe hit by pitcher. by Wool- 
folk (Hudgens): winning pitcher, Keefe: 
losing pitcher. Moore: time, 2:10. Umpires, 
Johnsen and McLaughlin. 


ab. ab. h.po.a. 
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O/Gil'spie,if 
lj\Gooch, 3b 
0) Blair, 2b 
O'Cronin, es 
O|Dickey, ¢ 
0| Marquis,p 
1) W' folk, 


oi Moore, ] 
12] Totals 40 17 27 uh, 
301 020 301—10 
400 230 000— 9 
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BEARS TROUNCE BARONS. 

Birmingham, Ala... July 3.—Thbree Baron 
pitchers cave up 17 hits te Mobile today 
and the Bears won, 12 to &. Niehaus, Mobile 
first baseman. ted the hitting for the Kears, 
gettirg four hite in five trips to the plate. 
The Sears rallied im the ninth to score 
six rune. 


MOBILE 

Dumas. cf 
Narlésky.ss 
Stock, 2b 
Niehaus.1b 
Ellis, If 

Eggert, 3b 
Sigman. rf 
Holt, rf-3b 
Moore, c¢ 

Friday, p 
Welzer, p 


i 
, 


z 


lescocmenamcen’ 


7\Stewart, 2 
2| Bal'ger, 3b 
1\Miistead, ef 
0| Bigelow, rf 
2iShirley, ib 
0) R'feld,ct-3 
0' Cooper, c 
2'Smith, ss 
1/Francis, p 
2\xCarlyle 
xx Wells 
|Judd, p 


Totale 4417 2717! Totals 
xBatted for Francis in sixth. 
xxRan for Carlyle in. sixth. 
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Birmingham 
Sammary: Runs, 
haus, Ellis, £ 
2. tewart, Bigelow, Rosenfeld, 
Smith 2, ells; errors, Henger, Smith; 
two-base hits, Smith, Niehaus, Rosenfeld; 
three-base hits, Holt, Carlyle, Cooper: Home 
runs. Simons, Moore: stolen base, Muvre; 
sacrifices, Cooper, Simons: double plays, 
Stewart to Smith to Shirley, Smith to 
Stewart to Shirley: left on beses, Mcbile 
7. Birmingham 5: 


*. by Welzer 3: 11 hits 6 rana off Francis 
in 6 tunings, 10 hite 7 rune off Friday in 
3 1-3. inuings; runs for, Niehaus, 


| three straight wins. of Pittsburgh, 4 
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_ NEVADA--REMEMBER? 


‘TWAS 18 YEARS AGO 


* & 


* * 


OLD RENO, 


ee 


July 4, 1910. 


rected by that. simple sentence. 


What thrills are recalled by that date. 
Let’s go down the pathway that 'cads 
to yesteryear and live over for a few brief moments the sport drama that 
was enacted on that day in far off Reno, Nevada. 
soul-stirring moments when the sport realm of two hemispheres was set 
throbbing by the Jeffries-Johnson prize fight. 
scorching heat of the arena in the little western city. 
aroma of the steaming rosin from those pine boards as big Jeff, fresh 


BY WHITNER CARY. 


What memories are resur- 


Let’s live again those 


Let’s bask again in that 
Let’s inhale the 


from a six-year retirement trom the ring and with the memory of 22 suc- 
céssful championship batiles floating as the ensign to his comeback ship 


goes down in the fifteenth round before the son of a former slave. 


hark back to that day when the old 


“They never come back!” 
The day of the big fight has arriv 


ed. Reno is crowded to its 2apacity. 
On everyside nothing is talked of but 
the fight. “What are the odds,” blends 
with the buzz of roulette wheels. 
“Who do you like” plays an accom- 
paniment to the flapping of cards in 
the many poker games. Reno is wu 
full bloom. Sporting men from all sec- 
tions are on hand. Jeff, the idolized 


Jeff, the man who was never whipped 
who retired aud who came back at the 
insistence of friends to bring back the 
heavyweight title to the white race, 
although spotti-g his rival six years 
of inactivity, is the heavy favorite at 
10 to 6 1-2. There is Jeffriezc mone, 
that is goirg begzin~. 

The crowd turns from the gambling 
halls and wends its way to the arena. 
AW arena where in a short ime tw) 
physical yiants will give battle for 
the heavyyweiglit crown and $101,000, 
the largest purse ever offered up to 
that time. 

Great Battle Starts. 

My it is hot. The pine boards en 
close an oven that would rival Wan 
te’s mental picture ef the inferno. 
The combatants enter the ring No 
word is spoken between them. As 
Choynski fastens the gloves on his 
idol he exclaims, ‘Why, Jim, your 
hands are as cold as ice, and as slam 
my.” Has Big Jeff, who has never ye* 
tasted the resin, seen the handwriiing 
on the wall?/They go to the center of 
hostilities begin with no 
handshake. 

That first round is tame, the sec- 
ond is too. At the start of the fourtb 
Promoter Tex Rickard, whe is a:so 
the referee, tells them to liven things 
up. Ly the sixth round close observ 
ers see that Big Jeff has little chance 
A feeling of confidence that was ab- 
sent in Johnson at the start now as- 
serts itself. The black panther with 
the golden smiie seems to sense vic- 
tory. He has felt those once dreadea 
fists of Jeff's and they feel as but 
gentle caresses. He realizes that it 
is a mere shell in front of him. Hear 
him as he banters with Corbett. 

The ninth reund sees Jolnson cut 
ting Jeffs face. The boilermakvr is 
unquestionubly tiring. Yet in spite 
of the dange~ signals George Little, 
Johnson's former manager, wagers at 
10 to 9 on Je" at the close of the 
round. 

Tie eleyenth round sees the rea! 
beginning of the end. A stinging right 
to Jeff's nose inakes the blood spurt 
as if from’ a fountain. Three stifi 
upperéuts add little to Jeff's comfort 
One of the former champion’s staunch 
friends, with the tears rolling dowt. 
his cheeks, leaves the rinzside. Old 
friends take their fighting seriously. 

The thirteenth rolls sround. More 
rights and lefts from the black man 
little answering barrage from Jefi. 
“How did you like that, Jim,” asks 
Johnson as he rains rights and lefts 
to the boilermaker’s face, Jeff makes 
no reply. He is frightfully serious 
Johnson continues to banter and ap- 
pears sure of the outcome. 

That Terrible Round. 

That memorable fifteenth, that no 
one will ever forget. The one that 
many would like to forget. The one 
that Jeffries would pre’er to have 
ever remain benina a dark screen. Out 
bounds Johnson and a terrific blow 
sends Jeff to the floor. It is a piti- 
ful sight. Jeff on the floor for the 
first time in his history. He reels to 
his feet at the count of nine and a 
barrage of rights and lefts sends him 
once more to thé resin. Nine is tolled 
off by Rickard and again the giant 
rises from the flocr to be met with a 
right smash and two left hooks. For 
the third time the white man zoes 
down. The arena is in a tumult. Cries 
of “Stop it.” “Don't Jet him get knock 
ed out,” come from &ll sections. 

Rickard has counted § seven when 
Sam Berger, one of Jeffries’ seconds, 
calls to Bob Armstrong, “Bring that 
towel,” The cloth is hurled into the 
ring and Rickard raises the biack 
arm of Johnson in token of victory. 

The memorable fight is over. John. 
son, with hardly a mark on his hody, 
goes to Chicago to celebrate and rest, 
Jeffries goes to his training camp to 
get patched up and leaves in a snort 
time for his ranch in far-off Califor- 
nia, there to seek consolatior in soli- 
tude and the fact that he tried to 
do that which nature, age and six 
years’ retirement ordained against. 
And once more the sport world rock- 
ed with the refrain—‘“They never come 
back.” 


Piney Woods Golf 
Tourney Today 


Thomasville. Ga., July 3.—()— 
With 112 golfers from five states en- 
tered, the tenth annual Piney Woods 
championship will get under way here 
tomorrow morning over the Glen 
Arven Country club course. Georgia. 
Florida, Alabama, North and South 
Carolina have entered in the event. 
— will continue through Satur- 
day. 

Scotie Beverly, present champion. 
will encounter strong competition in 
the field this year, with such Georgia 
amateur notables entered as Dick 
Cherry, Albany: Johnnie Oliver, of 
Valdosta, present southern intercolle- 
giate champion, and his brothers, Max- 
; well and Billy, and his father, W. M 
‘comprising the famous Oliver four- 
some, and Horace Wright, Macon, 
champion of Idle Hour Country club. 


Jap Wins Match. 

Montclair, N. J., duly 3.—(4)—S. 
Onda, Japanese star, easily eliminated 
Louis Ferguson, of Texas, 6-3, 6-3, in 
the fourth round of the New Jersey 
state clay court tennis championships 
at the Montclair Athletic club today. 

Travers Le Gros, of the New York 
Athletic elub, bowed to Gregory Man- 
gin, of Montclair, 6-4, 6-2. 

Berkeley: Bell, University of . Texas 
star, eliminated Louis P. Dailey. of 
the New York Athletic club, 6-3, 7-5. 


Moore 6, Cooper, Rosenfeld, Simons 3. 
Holt 3, Narltesky..Cariyle, Judd, Sigman: 
hit by pitcher. by Friday (Stewart), by 
Francis (Eggert): wild pitches, Friday; win- 


ning pitcher, Welzer; losing pitcher. IJndd. 
mpires, James and Scott. Time, 2:20, 


Let’s 
boilermaker was forced to heed the 


call of age, was compelled to listen to the dictates of nature and by his 
defeat gave added emphasis to that honored refrain of the prize ring, 


LOUIS DIRECT, 
CANDLER COLT, 
PACE WINNER 


North Randall Race Track, Cleve- 
land, O., July 3.—(#)—Repeating his 
brilliant victory in the $3,000 Ed- 
wards 2:08 pacing stake of 1927. 
Louis Direct, owned by Walter Cand- 
ler, of Atlanta, -Ga., and driven by 
Fred Egan, won the 1928 renewal of 
the classic here this afternoon in 
straight heats beating a fairly good 
field of competitors. The first and 
third heate were stepped in 2:05 1-5. 

Louis Direct won the first two 
heats in a simple manner, Courtney 
Burton being runner-up in the first 
heat and Black Scott, in the second. 
Courtney Burton went to the half in 
the third heat in 1:00 1-2 and came 
on strongly to win the heat in a driy- 
ing finish from Louis Direct. 3 

Box Plaxico, South Carolina reins- 
man, won the first event of the day. 
a 2:06 trot in straight heats, with 
the Toledo-owned gelding, Clayworth, 
winner of the $20.000 Secor trot at 
Toledo last year. The son of Axwor- 
thy outclassed his opponents, winning 
all three heats of the race as Plaxico 
pleased. 4 

The betting windows and _ auction 
pools which resulted in four arrests 
yesterday on charges of violating the 
gambling laws were not in operation 
today. The four were held under $100 
bond each today on pleas of not guilty. 

he summaries: 

FIRST EVENT—2:06 Trot, Purse $1,000, 
Mile Heats: 

Clayworth, b. 
axi 
Donald, 
Christie Mac, b. g. (Palin) 
Nescopec, ch. f, (Cox) 
John Gallagher, ch. h. (McMahon). 

Peter Maltby also started. Time, 2: 

2:05 2-5; 2:08 2-5, 


SECOND EVENT—2:08 Pace, the Edwards 
Purse, $3,000, Mile Heats: 
Louis Direct, blk. h. by Braden 

Direct (Egan) 
Courtney. Burton, b. g. (Childs)... 
Black Scott, blk. g. (Morrison).... 
Trampsmug, b. g. (Lacey) ........ 
Ghooter, We Dea. CIGD cc cncccdesss 

Al B. and Nola J. alse started. 
2:03 1-5; 2:05 2-5; 2:03 1-6. 


THIRD EVENT—2:16 Pace, Purse $1,000, 
Mile Heats: 
Single @. b. g. by Watter Patch- 

en (Palin) 
Patchen Boy, b. g. (Carnall)... 13 1 

. (C. Valentine) 2 2 

Fanny C.. b. m. (Walton) 43 4 

Lauderdale, Vivian, Grattan, Dillon Dire 
General Motors. Harry D.. Prince Mac. Mac 
Belwin. Royal Successor also started. Time, 
2:05 3-5; 2:06 4-5; 2:07 2-5; 2:11 3-5. 


ro 
t. 


FOURTH EVENT—2:15 Trot, Claiming, 
Purse $800, Mile Heats: 
Cupid’s Albinger, br. g. by Al- 
bingen (Dill) 
Ohio Rose, blk. m. (Mallon) ...... 
Little Darby, b. g. (Ray) 
Dr. Strongworthy, br. 


entine) 
g. (Walto 


Capt. Dudley, b. n) 4 4 
Major Merrill and Walter Sterling also 


started. Time, 2:06 2-5; 2:08 4-5; 2:07 4-5. 
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SOUTHERN LEAGUE. 
PLAYERS-CLUBS— G. Ab. R. 
Bigelow, Bham., 62 233 
Yaryan, Bham. 
Haley. Nash. 
Carlyle, Bham. 


NATIONAL LEAGUE. 
PLAYERS-CLUBS— G. Ab. R. 
Hornsby. Boston .... 66 227 48 
Grantham, Pitts. . $1 
P, Waner, Pitts. 
Reese. N. Y. 
Herman. Brook. . 66 202 27 #72 .386 
(Leader year ago today, Barnhart, Pitts- 
burgh, .391.) 


AMERICAN LEAGUE. 
PLAYERS-CLUBS— G. Ab. R. 

Goslin. Wash. 35 

45 

44 

74 

20 

Gehrig, 


387 


Morgan. Cleve, ; 
New 


(Leader year ago today, 
York, .396.) 


Saints Down Foes. 

St.. Petersburg, July 3.—(#)—The 
Saints made four hits count for a 
brace of runs this afternoon to win 
from Orlando, 2 to 1. 

R.H E. 


Score by innings: 
.«.---000 010 000—1 6 O 


Orlar* . 
St. Petersburg..0000 20 J0x—2 4 0 


Field Meet 
For Players 


At Spiller’s ~ 


Members of New Orleans 
and Atlanta Clubs To En- 
gage in Meet Today. 


Fireworks are going to literally pop 
at Spiller’s this afternoon when the 
Atlanta Crackers and New -Orleans 
Pelicans meet in the fifth annual pro- 
fessional baseball athletic meet being 
staged at 1:30 under the auspices of 
the local United States marine corps 
recruiting station, and fans are going 
to see their favorite player romp in 
something besides the all-American 
game of baseball. 


Captain George W. Spotts. U. S. M. 
C., who is in charge of the meet this 
year, has been assured by Managers 
Bert Niehoff and Larry Gilbert that 
almost every Pelican and Cracker will 
compete in the various events, and in 
order to induce the players to enter 
the events, the marine officer has se- 
cured many valuable prizes contrjbut- 
ed by Atlanta merchants. 


Players who have competed in the 
past were about the speediest men in 
the Martin loop. The 100-yard dash 
this year promises to be one of the 
highlights of the meet, while the dash 
to first after bunting the ball will 
be a big event on the card. Event No. 
6 will be well worth the fan’s money 
spent to enter the park, when players 
will stand back of home plate and try 
to place at least one out of three balls 
thrown in a barrel placed at an angle 
back of second base. Catchers are 
thought to possess the skill to place 
balls in the region of second base, but 
this event has been won by other 
players than catchers in the past. Lit- 
tle Johnny Brock. peppy catcher of 
the Crackers, has his eyes set on this 
event, and for the past few days has 
been practicing. 

_ The circling base contest should be 
interesting. Each plaver will have to 
touch the bases in his flight from 
home and back. Marines will be sta- 
tioned at each bag to see that this rule 
is carried out. As there will be no 
programs showing the events available 
at the ball park, the list of events 
with prizes ix printed below: 

FIELD EVENTS. 

No. 1. Fungo Hitting—First prize, Panama 
hat, Manufacturers’ Outlet Stores; second 
prize, baseball hat, C. H. Walthour. 

No. 2. Distance Throwing—First prize, 
baseball wool shirt. Trammell Scott and com- 
pany; second prize, pocket knife, A. R. 
Munn, Inc., druggists. 

No. 3. Distance Throwing (sport writers)— 
First prize, straw hat, Bond Brothers; sec- 
ond prize, golf hose, Daniel Brothers and 
company. : 

No. 4 100-Yard Dash—First prise, gold 
cigar lighter. Royal Cigar company; second 
prize, baseball bat, King Hardware company. 

No. 5, Dash to First Base—First prize, 
baseball glove, A. G. Spalding and Brothers; 
second prize, fountain pen, John Scheer, 
jeweler. , 

No. 6. Accurate Throwing—First prize, 
baseball shoes, Walthour and Hood company; 
second prize, pocket knife, J. M. Alexander 
and company. rc : 

No. 7. Circling Bases—First prize, pair 
shoes, Griff Reynolds company; second prize, 
Hambright's Clothing store. 

Beauty Contest—First prize. six jars Savex 
Toe Itch salve from Savex Laboratory will 
go to the best looking player on the Atlanta 
and New Orleans teams, while an attractive 
necktie will go to the ugliest player of each 
team, 

Ten dollars in merchandise at George Muse 
Clothing company will be presented to the 
player making the largest number of points, 
a first place will count 15 points, while a 
second place in any event will be good for 


10 points. 
OFFICIALS. 

Captain Soerge W. Spotts, U. 8. M. C., in 
charge; Hal eorhis, Guy Butler, Jimmy 
Burns, | Ben Cothran, Ed Danforth, Morgan 
Blake, 0. B. Keeler, judges; First Sergeant 
C. R. Baumgras and Sergeant W. L. Mey- 
ers, U. S&S. M. C., in charge of events; ‘Fat 
Elrod. announcer; squad of marines under the 
command of Sergeant Paul Glover, U. 5. M. 
C., in charge of the grounds. 


Six Games Today 
in Kennesaw Loop 


There will be six Kennesaw league 
games played on the Fourth of July, 
two double-headers and two- single 
games, At Cartersville, Smyrna, 
league leader, will be entertained in 
a two-act show starting at 2:lo as 
one of the events on a program that 
lasts the whole day. At Marietta, 
Tate will try to beat the Marietta 
team twice, once in the morning at 10 
o'clock and then again in the after- 
noon. 

Powder Springs will meet Austell 
at Austell and Acworth will travel to 
Canton for their celebration. Nearly 
all of the towns are putitng on some 
kind of a program to entertain the 
people in addition to the ball games. 


A CC A 


Young Ed Walsh 
Makes Debut Today 


Chicago, July 3.—(United News.)— 
Young Ed Walsh, son of “Big Ed. 
the former spitball artist, wil make 
his debut in big league baseball W ed- 
nesday when he will oppose the St. 
Louis Browns in one of the double 
header games at White Sox park. | 

Walsh recently was signed by Chi- 
cago following completion of the base- 
ball season at Notre Dame university. 
Young Walsh was a star member of 
the university’s pitching staff. In 
joining the White Sox staff he is 
following the footsteps of his father, 
who several years ago was a sensa- 
tion in the American league with the 
Chicago team. 


MUSE’S will be closed 
all day today... the Ath 


ed 
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oole Hits Second Homer in Two Days as Crackers Lose, 4-2 | 
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‘VAUDEVILLE-PICTURES— 


KEITH'S GEOR a 
Devll De eee acts; 


LOEW'S GRAND—Five acts: 
moiselle Armentieres."’ 


*"The 
**Made- 


MUSICAL COMEDY-PICTURES— 


CAPITOL — Eviston-Napier in “Litt! 
Nellie Kelly;”’ “Becape.” . ‘ 


_  PICTURES-STAGE sHows— 


HOW ARD—‘“‘Happiness Ahead;"’ ‘‘Hand 
‘Up,” Publix mit. ; spe: 


MOVIETONE-VITAPHONE— 
ESSE ere rt 
MOVIES— 


ALAMO NO. 2—‘‘Canyon of Light.” 
CAMEO—‘‘Dress Parade.’’ 
TVUDOR—“‘Chicago.”’ 


NEIJHBORHOOD MOVIES— 


DEKALB—‘‘Circns Rookies.”’ 
EMPIRE—‘‘Red Hair.’ 
FAIRFAX—‘*The Night Flier.” 
PONCE DE LEON—‘‘The Texas Steer.” 
TENTH STREET—‘‘Feel My Pulse.”’ 
WEST END—*'The Smart Set.’’ 


Keith’s Georgia. 

Maybe there have been more enter- 
taining attractions than Toto, the 
celebrated clown, who is headlining a 
great bill of vaudeville this week at 
Keith’s Georgia, but certainly none 
none of them have ever drawn greater 
crowds, nor elicited so much whole- 
hearted praise from audiences. Toto 
is “an accomplished artist at panto- 
mimicry and his burlesque impersona- 
tion of Mae Murray in the “Merry 
Widow Waltz’ is a scream. Gilda 
Grey, noted star of the stage and 
screen, is featured in “The Devil 
Dancer,’ the screen feature on the 
Georgia program this week. 


Capitol. 

There is something distinctive about 
ull of George M. Cohan’s productions. 
“Little Nellie Kelly,” the new Ameri- 
can song and dance show in which the 
Eviston-Napier players are now ap- 
pearing in at the Capitol theater is 
a good example. There is a “zip,” 
dash, a sparkle and “go” to this ‘so 
different” song and dance show that 
makes it remarkable entertainment. 
The Capitol’s screen feature this week 
is “The Escape,” starring Virginia 
Valli and William Russell in the lead- 
ing roles. 


Loew’s Grand. 


Loew's Grand theater will offer four 
performances Wednesday of the spe- 
cial holiday week bill of vaudeville 
headed by the MRaccooners, a_ big 
dancing and musical] act with 15 peo- 
ple. Tom Low and Dorothy Bergere 
are featured performers with their 
jazz band. Other acts are Harry Ter- 
ry, character comedian. Hamilton 
Sisters and Fordyce in a comedy 
sketch “Playtime ;’’ Hack and Mack, 
sensational hand balancers, and Ed- 
die Ryan and Elsie Ross, dancers. 
The Loew feature picture is ‘“Ma- 
demoiselle From Armentieres,”’ a Brit- 


Screen Triumph 
ON THE STAGE 
LOU POWERS 
MARY FARREL 


EVELYN 


NAPIER 
and 


DIXIE 
PEACH 
CHORUS 


35 


EOPLE 


ON THE SCREEN 
VIRGINIA VALLI, 
WM. RUSSELL 


Passion and Beauty—An _ In- 
timate Revelation and _ FEx- 
of New York Night 


Four Shows 


Today—2—4—6:45—9_ 


] popular 


| night. 


ish comedy classic, with Estelle Brody 
in the leading role. 


Howard. 

After quite a number of “heavies” 
the Howard gets back down to earth 
this week and offers Colleen Moore in 
her latest fun farce, “Happiness 
Ahead.” It is a story of a small town 
girl in love with a big New York 
business man. “Hands Up” is_ the 
stage show and in it are some of the 
most beautiful girls seen at the How- 
ard. 
furnish some of the biggest laughs of 
the year with their funny gags and 
sayings that have kept the audiences 
laughing since the first show Monday. 


Metropolitan. 
Milton Sills, who starred recently 
in Atlanta in Peter B. Kyne’s “The 
Valley of the Giants,” is seen at the 


Metropolitan this week in another 
reat screen production, “Burning 
aylight,” the story of a man known 

for feats of strength and daring in a 

country noted for its men of that 

type. High “lights of Movietone 

News, the talking news reel, is the 

d.mocratie national convention. 


Rialto. 


Bert Swor, headlining feature on 
the bill of Vitaphone vaudeville presen- 
tations at the Rialto theater this week, 
is pleasing capacity Rialto houses al- 
most as much as though he were in 
person on the stage. The noted black- 
face entertainer is one of the most 
figures on the American 
vaudeville stage. Supporting the 
Vitaphone vaudeville bill is the fea- 
ture picture, “Their Hour,” staring 
Johnny Harron and June Marlowe. 
Movietone news reel, with new an‘ 
interesting shots from current news 
events of the day also is a feature. 


Ponce de Leon. 


One of the funniest characters that 
the screen has ever brought to 
audiences is found in none other 
than the noted humorist, Will 
Rogers, who is seen today at the 
Ponce de Leon theater in his first 
feature length picture, “A Texas 
Steer.” Adapted from the Will Hoyt 
stage success, there’s a laugh to every 
foot of this picture. 


Empire. 


A holiday treat is in store for the 
patrons of the Empire theater, corner 
of Georgia avenue and Crew street, 
today when the “It” girl, Clara Bow, 
flames forth in “Red Hair” on the 
screen at that popular theater. In- 
cidentally Hollywood’s first and only 
red-haired leading man, 
dler, plays opposite Clara in this com- 
edy taken at a seaside resort. 


Cameo. 


“Dress Parade,” the William Boyd 
star film at the Cameo today and 
Thursday. deals with the various ac- 
tivities of a cadet at the United 
States Military academy at~ West 
Point. The story was written by two 
graduates of the academy, and it 
brings to the screen a real picture of 
the life of a cadet from morning to 
Each officer and cadet sta- 
tioned at the academy at West Point 
cooperated. 


Tudor. 


The hit of the season is playing the’ 


Tudor theater today 
“Chicago,” starring Phyllis Maver 
and Victor Varconi. This picture 
scored a big hit in New York with its 
sensational murder trial, with all of 
its action and thrills as “Chicago” 
only can produce. 


and tomorrow, 


RG 


COOL-wor coLe 


Big Fourth of July Show! 
4—Complete Shows Today—4 
Pick o’ the Pictures 


GILDA GRAY 


In a United Artist Production 


with Clive Brook 


——ar | 
5—Big Time Keith Acts—5 
Featuring 


TOTO 


World's Most Beloved Clown 


RICHARDS & CHURCH 


Afternoons 
Until 6:30 
25ce, 35¢ 
Nights and 
oliday 
Afternoons 
Soc, 60¢ 


AT 2. 4:15, 6:28, 9 Pp. M. 


ae 
RACCOONER’S” 


Formerly of 
“A NIGHT IN SPAIN” 


—~ es 


14—WITH A CAST OF—14 


—Also— 
Hamilton Sisters & Fordyce 
Frank Terry 
Ryan & Ross 
Hack & Mack 


CONTINUOUS 1 TO 11 P. M. 
FOUR VAUDEVILLE SHOWS TODAY 


Children 


25c 


ALL TIMES 


__AT 1, 3, 5:20, 7:30, 10 P. M. 


BOOKED ESPECIALLY FOR 
FOURTH OF JULY WEEK 


———E 


“The Big Parade of the British’’ 


. MADEMOISELLE 


FROM 


ARMENTIERES 


Showing Actual Scenes 
From the World War 


ee ee 


A Metro-Goldwyn-Mayer Picture 
—QQOur Gang Comedy— 


NEXT WEEK 


JOHN GILBERT 
& RENEE ADOREE 


(FIRST TIME TOGETHER SINCE “THE BIG PARADE’) 
in * OSSACK” 


Eight 
blended 


How long can love last? 


‘COLLEEN MOORE 


— in — 


“HAPPINESS AHEAD” 


— with — 
Edmund Lowe 
A real. romance of 
love, laughter and tears! 


Atlanta’s Greatest Entertainment! 


Here’s the Show To See! 
A Great Fourth of July Program! 


superlative 
entertainment 
is thrilling thousands daily! 


Come Early and Avoid the Crowds! 


of 
that 


units 


Publix Stage Hit! 
“HANDS UP” 


Joy, Jazz, Fun and Syncopation! 
A Host of New York Stars with 


JACK STANLEY 


— and the — 


HOWARD STAGE BAND 


Lane. Chan-| 


| 


Dezo Retter and Jimmy Dunn’ 


| 
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Pretty Dancer at Ritz 


os 
LYE 


Above is Miss Paula Devall, beautiful young dancer, who is the fea- 
ture attraction this week at the Ritz Country club, formerly Peachtree 
Miss Devall has pleased large erowds this week and will feature 
the Fourth of July program arranged for today at the popular club. 


Gardens. 


Dr. Barton Denies Sponsoring 


:: ATTENDANCE AT MEETINGS IS UP TO INDIVIDUALS :: 


Call for ‘Third Party’ Meeting 


San Antonio, Texas, July 
Publication here of reports that intro- 
duction of a third party movement 
was contemplated at a meeting of 
southern democrats at Asheville, N. 
C., last night brought a statement 
from Dr. Arthur J. Barton, director 
of extension of the Southern Baptist 
convention, that nothing of the sort 
was contemplated. 

Dr. Barton joined Bishop James 
Cannon, Jr., of the Methodist Epis- 
copal church, south, in Virginia, in 
issuing the call for the Asheville 
meeting at the democratic national 
convention in Houston. In his state- 
ment here Dr. Barton said that when 
he joined Bishop Cannon in issuing 
the call they did not speak as repre- 
sentatives of their church organiza- 
tions, but only as individuals. 

Up to Individuals. 

“T wish to state that no such move- 
ment is contemplated.” Dr. Barton 
said. “The matter of attending the 
meeting will be for each democrat to 
decide for himself and undoubtedly it 
will be attended by a large number of 
democrats who are not willing that the 
eighteenth amendment and its support- 


ling Jegislation shall be menaced and 


. 


| 
| 


| 
| 
| 
! 
| 
‘ 


| 


|idea of neutrality. 


are’ not. willing that the democratic 
party shall be turned over ‘to Tam- 
many Hall. 

“The statement given out by Bishop 


3.—(P)— | 


Cannon and myself makes very plain 
the purpose of the meeting, viz: Or- 
gazine for the election of the dry dem- 
ocratic nominees for the senate and 
house of representatives and for all 
state officers and to defeat the nullifi- 
eationists imposed by the Houston 
convention. 
Pleased With Dry Plank. 

“All the prohibition leaders were 
greatly pleased with the adoption of 
the prohibition enforcement plank in 
the platform. This clearly committed 
the party to a definite and positive 
course. It was exceedingly unfortun- 
ate that after the adoption of a dry 
plank a man should have been nomi- 
nated who was the wettest of the wet, 
who is a nullificationist. 

“It is also unfortunate in the ex- 
treme and will be resented that in his 
telegram to the convention he should 
have sought to undo what the party 


had done by the adoption of the en- | 


forcement plank. 
“Conscientious 


dry democrats will | 
not support such a program and it 1s | 


IOS FOR ATLANTA 
SCHOOLS OPENED 


Bids for five additions to Atlanta's 


schools were opened formally Tuesday 


afternoon at a joint meeting of con- 
tact committees of the Atlanta bond 
commission and the board of educa- 
tion, and work of tabulating the 
prices was begun under the direction 
of Raymond R. Ritchie, assistant 
superintendent of schools. in charge 
of business affairs. : 

Low bidders for the projects can 
not be ascertained until the tabula- 
tions are completed. because of the 
many alternates included in the 
specifications. Figures probably will 
be ready for release Thursday. 

Improvements contemplate additions 
for Commercial High school, Forrest 
Avenue, Georgia Avenue and Adair 
schools, for white students, and the 
Booker T. Washington High school 
for negroes. 

Estimates placed the cost of the 
new structures at $500,000. 

Another joint meeting of the con- 
tact committees will be held at 4 
o'clock Monday afternoon to recom- 
mend the acceptable bidder, and a sec- 
ond session of the joint committees 
is slated for 7 o'clock Monday night 
to pass on low bidders for purchase 
of about $150,000 worth of equipment 
for schools already constructed trom 
bond funds, it was announced by 
George W. Powell, president of the 
board. 

Tabulations for the equipment have 
been under way for the past several 
days, but due to the large number 
of items work has been slow, Mr. 
Ritchie said. 

After recommendations of the joint 
committees are completed, they will 
be sent to the regular monthly meet- 
ing of the board of education at 3 
o'clock Tuesday afternoon. If sane- 
tioned there, they will go to the bond 
commission for approval, then to the 
school committee of city council and 
be ready for action of council at its 
regular semi-monthly session July 16 


MEXICAN CHILDREN 
TO BE TAUGHT LOVE 
OF UNITED STATES 


Mexico City, July 3.—(#)—Under 
Secretary of Education Moises Saenz 
has appointed a committee of edu- 
cators and newspapermen to direct a 
movement in the publie schools to 
teach Mexican children love of the 
United States. The movement is con- 
sidered the best means to promote last- 
ing understanding and friendship be- 
tween the two countries on a solid 
foundation since children are  uu- 
prejudiced. 

1 Universal said today that the 
movement grew out of the suggestion 
of au unnamed American educator 
who started a drive in the United 
States and had American children 
send presents to Mexican children. 
Each present was accompanied by a 
letter from the American donor to the 
Mexican recipient, 

The committee is considering the 
present which Mexicans will send 
their American friends. 


ECHO OF DANIEL 
DISTILLERY CASE 
HEARD IN COURT 


St. Louis, July 


to avoid such a calamity that. the! heard in federal court here yesterday | 


Asheville meeting has been called.” 


pudiate the democratic presidential 
nominee to support the republican can- 
didate 

The Asheville meeting was called 
for July 11 to 18. 


MODEL PEACE PAUTS 
DRAFTED Al GENEVA 


Geneva, July 3.—(4)—Texts of two 
model treaties of non-aggression, on? 
bilateral and one general, were adopt- 
ed today by the conference on se- 


curity and arbitration, articles of a 
third model treaty of mutual assis- 
tance also were adopted. 

During the discussion Munir Bey. 
Turkish delegate to the conference, 
mentioned the proposed Kellogg treaty 
for the outlawry of war while seek- 
ing to get his colleagues to approve 
the inclusion of a clause of neutrality 
in the non-aggression pacts. 

Turkey has made pacts of non-ag- 
gression with Russia, Persia, Afgha- 
nistan and Italy and wants them to 
be in harmony with the model treat- 
ies elaborated at Geneva, he said. He 
explained that in the Turkish pacts 
if one signatory attacks a third coun- 
try the neutrality clause does not 
operate. He compared this provis- 
ion with the Kellogg pact, declaring 


that all the signatories of the latter’ 


FOR CONVENTION 


would be liberated if one of them 
should violate its provisions and start 
war. He thought that the proposed 
American pact did. not exclude the 
Other delegates 
pointed out that. neutrality was not 
provided for under the league of na- 
tions covenant. 
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POPOLiTan 
Now Showing 


MILTON SILLS 
in 
Butning Daylight 
DEMOCRATIC CONVENTION 
SEEN gS HEARD 
«# MOVIETONE NEW 


8 
VITAPHONE PRESENTATIONS 
Continuous 11 A. M. to 11 P. M. 


-_ 


GE It’s Cool at the 
EMPIRE 
Ga. Ave. and Crew St. 
TODAY ONLY 
CLARA BOW 
IN “RED HAIR’”’ 


* 


BE Thurs.—‘"The _ Gone Wild” 


vr 


See and Hear 


BERT SWOR 


King of Blackface Comedians 
_ And Two Other 
Vitaphone Presentations 


Motietene Talking News 
Presenting 


“THEIR HOUR” 
With Dorothy Sebastian and 


SPEND YOUR 4TH AT ATLANTA’S SEA SHORE 


JESTER’S LAKE 


Free Picnic Grounds—Big Barbecue—Plenty of space for all. 
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TENTH STREET 


PEACHTREE AND TENTH 
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C.C. SMITH, PAINTER, 
MEETS DEATH IN FALL 


C. C. Smith, 55, of 211 Dunlap 
street, East Point, was fatally injured 


Ir. Barton said he intended to re: 


Tuesday afternoon when he fell from | 
the steeple of the Mount Olive school- 
house, which he was painting. He 


CLERK AT HOTEL 


died at 9:30 o'clock at night in a 
private hospital. : 

Smith was working alone on the' 
building and no one witnessed the | 
fall. He was found in an unconscious | 
cOhdition at about 3:30 o'clock in the | 
afternoon, and doctors expressed the 
opinion that he fell possibly an hour 
before kis body was found. 

His chest was badly crushed and 
there were severe bruises on the head. | 


HEAD. OF FIREMEN 
OF SOUTHEAST HERE 


Chief J. T. McNulty, of the St. 
Petersburg, Fla., fire department, 
president of the southeastern division 
of the International Association of 
Fire Chiefs, and his son arrived in 
the city Tuesday to attend the con- 
vention of this division, which will 
be held from July 5 to-7. 

Chief MeNulty is stopping at the 
Robert Fulton while in the city. and 
busy welcoming his many friends 
ere. 


Elsie Mackay’s Parents 
Gives Nation Big Sum 
To Honor Her Memory 


London, July 3.—(#)—In memory of 
their daughter, the Honorable Elsie 
Mackay, who perished in a trans-At- 
lantic flight, Viscount and Lady Iich- 
cape have given 000,000 pounds ($2,- 
200,000) to reduce the national debt. 


This announcement was made by Win- 
ston Churchill, chancellor of ‘the ex- 
ehequer, in the house of commons to- 
dar. 

The money willl be placed in trust 


and will be known as the Elsie Mac- | Mr. Robinson was a member of Geor- | 
| gia lodge No. 96, F. and A. M. 


kay fund. The sum given to the na- 
tion is the residue of the Honorable 
Elsie's estate. The donation will be 
left to accumulate for 50 years. 


The Honorable Elsie Mackay, third 
daughter of Lord Inchcape, British 
shipping magnate, made the attempt 
to cross the Atlantic by air with Cap- 
tain Walter Hinchliffe. «The take-off 
was from Cranwell airdrome, England, 
on the morning of March 18. No trace 
of the two has been found since. Lord 
Inchcape was opposed to any such ad- 
venture but at the time was in Egypt. 


TWELVE ARE KILLED 
IN SIBERIAN TORNADO 


Krasnoyarsk, Siberia, July 3.— 

Twelve persons have been killed by 
tornado which struck this town, caus- 
ing heavy damage. The town of Kras- 
noyarsk is on the trans-Siberian Tail- 


way and is capital of the government 


| Misses Lyle, Olga and Elizabeth Rob- 


of Yeniseisk. 


when Lem Motlow, now a county mag- | 


istrate in Tennessee, appeared to op- | 


pose the government’s efforts to con: | 
fiscate Jack Daniel's warehouse. 


A large quantity of whisky was re- 
moved trom the warehouse in 1923, 
resulting in the conviction and im- 
prisonment of several prominent men. 
Testimony of Motlow and Harry Dahl- 
man, also of Tennessee, was that when 
they sold whisky in the warehouse they 
were unaware it was to be illegally 
removed. Therefore, they contended, 
they should not be punished by hav- 
ing their building taken away. 

In event the federal government 
confiscates the property, Motlow and 
Dahlman will buy it back for $20,000 
under terms of a stipulation arranged 
between attorneys. 


LOCKED IN VAULT 
BY THREE BANDITS, 


Tampa, Fla., July 3.—(4)—The Bay 


o.—(#/)—An echo. 
of the Jack Daniel distillery case was | 


Shore Royal hotel, fashionable resi- 
dential apartment here, was held up 
and robbed shortly before midnight by 
three unmasked bandits who locked the 
night clerk in the vault and fled after 
searching and robbing eight guests 
who were in the lobby. 


Chinese Nationalists 
Modify Statement 
On Foreign Obligations 


New York, July 3.—(/)—F rank W. | 
Lee, official Chinese nationalist rep- | 
resentative in the United States, re- 
ceived the following message under 
date of July 2 from C. T. Wang, sec- 
retary of state for the new national- 
ist government at Nanking: 

“All legitimate forefgn obligations 
will be recognized.” 

This confirms, but modifies some- 
what press dispatches from Shanghai 
announcing that the national confer- 
ence on finances has decided to recog- 


nize all foreign obligations of every 
character. The expression, “Legiti- | 
mate foreign obligations,” is less | 
sweeping than the unofficial an- | 
nouncements previously circulated. 

Mr. Lee. said a commission, includ- 
ing foreign financial experts, must | 
make a complete survey of all obliga- | 
tions, both national and provincial, to | 
ones which were legally entered | 
into, 


WINSTON ROBINSON 


DIES AT RESIDENCE 


Winston DD. Robinson, 27, 


fast Lake drive. 


of a prominent family of that state. 


e is survived by his widow; his 
mother, Mrs. Mittie Robinson, of Dal- 
las, who was at his bedside at the tim: 


of his death; six sisters, Mrs. F. K. 
Yarborough, Dr. Willie B. Robinson, 


inson, all of Dallas, and Mrs. V. F. 
Baker, of Temple, Texas, and three 
brothers, George F. and James T. 
Robinson, of Dallas, and Forest Rob- 
inson, of San Francisco, 

Funeral arrangements are incom- 
plete awaiting atrival of the members 
of the family, but interment will be 
in West View. Bond & Green, under- 
takers in charge. 


666 


Cures Chills and Fever, 
Intermittent, Remittent 


died | 
Tuesday night at the residence on | 
He was formerly | 
of Dallas, Texas, and was a’ member | 


‘Chocolate’ Soldiers Move Up 


ae 


* AMMUNITION DISCARDED FOR CIGARETS : 


To Front—Bullets Are Candy 


Alfred P. Reck, of the United News 
bureau at Washington, was a member of 
the 100th infantry, A F., and the 
following is a personal account of a hu- 
morous, heretofore untold event of the 
world war, which on the Fourth 
of July 10 years ago: 


BY ALFRED P. RECK, 
United News Staff Correspondent. 

Washington, July 3.—Now it can 
be told— 

July 4 ten years ago America’s real 
chocolate soldiers went forth to bat- 
tle with chocolate bans and cigarettes 
instead of bullets to repulse an ex- 
pected German advance. 

The “chocolate bar defense,” which 
bordered on the comical and nearly 
turned into stark tragedy, will not 
go down in history, for officials at 
Chaumont never learned of it. Had 
they known of it at the time, several 
silver-starred officers of the A. E. F. 
would probably have turned somer- 
saults and court martials might have 
been in order for several hundred in- 
conspicuous members of America’s 
fighting forces. 

The third battallion of the 109th in- 
fantry, Twenty-eighth division, was 
billeted at Montmirail. south of Chat- 
eau Thierry, where the French and 
Americans were engaged in holding 
back the grey-green tide from en- 
gulfing Paris. 

Near Battle Front. 


At Montmirail the pastoral qyiet- 
ness was shattered by the dull roar 
of the battle lines and at night the 
flashes of gun powder played across 
the horizon like strange northern 
lights. 

But the fourth of July 1s the fourth 
of July to American soldiers, regard- 
less of whether they are in Oshkosh 
or in France waiting to take their 
turn as cannon fodder at the western 
front. It appeared that the Twenty- 
eighth division would not be needed. 
except in an emergency, so officers 
of the division arranged a huge fourth 
of July field day. Baseball games and 
track meets were planned for every 
regiment. Grazing grounds, as yet un- 
scarred by shells, were laid out as 
athletic fields, To climax the grand 
event Red Cross tracks backed into 
the quarters of the 109th infantry 
and left several large packing cases 
filled with chocolate bars and cigar- 
ettes to be distributed to the divsion 
on fourth of July. 


Prospective athletes of the division 
went to bed with dreams of athletic 


conquests, 
Call to Arms. 


At 3 a. m. bugles shrieked. There 
was no mistaking the call to arms. 
A few minutes before, wide-eyed 
motorcycle messengers had raced into 
division headquarters, A German at- 
tack was brewing, they reported. Help 
was needed in reinforcing the lines. 


Sleepy-eyed officers were routed from 
their snug beds. Orders and commands 
were snapped over wires and by mes- 
sengers. Less than 10 minutes Jater 
the entire division was afoot with 
hastily rolled packs strapped on husky 
backs and awaiting the command to 
move forward. 

A major of the general staff rode 
a headquarters of the 109th infan- 
ry. 

“What's in those boxes?” he asked. 

+ a aoa and cigarettes he was 
told. 

“No use leaving them here for the 
French,” he said. “Break them open 
and let your men help themselves.” 

Arms Are Loaded. 


In the dusk of early mornmg the 
men lined up and passed by the pack- 
ing cases. Eager arms were loaded 
with chocolate bars and cigarettes. 
Cigarettes and chocolate were luxu- 
ries seldom seen by the men of the 
109th. They loaded their pockets 
and their packs and still had ciga- 
rettes and chocolate to spare. 
rout step. As the regiment moved it 
was followed by strange  wmetaliic 
clinks. When dawn broke on this 
Fourth of July, 10 years ago, tire 
109th infantry was double-timing to- 
ward Chateau Theirry. A _ staff of- 
ficer riding up and down the line of 
fast moving men saw ammunition 
belts and ammunition  bandoleers 
stuffed full but no cigarettes or choco- 
late bars were in sight. 

At 3 p. m., a dusty motorcycle mes- 
seuger came careening down the road. 
He handed the colonel a message. The 
German attack either had failed to 
materialize or had been checked. The 
109th infantry was no longer needed 
and was ordered to return to its 
billets. 


Drop to Roadside. 


Tired men dropped to the side of 
the road. As if of one accord. Aim- 
munition belts were opened, out came 
hundreds of packages of cigarettes and 
bars of chocolates and a_ thousand 
men puffed contentedly and munched 
chocolate.* Even the officers joined in, 

A sergeant moved among his men. 
He happened to bump into an ain- 
munition belt. 

“Why you 
where in hell's 


blankety-blank-blanks, 

your ammunition?” 
he growled. “A swell bunch of sol- 
diers you turned out to be. Goin’ up 
to fight Germans with chocolate bars 
and cigarettes.” 

He turned on his heel. He had for- 
gotten to fasten one of the snaps on 
his ammunition belt. A familiar red- 
colored cigarette package stuck out. 

Not a man in the outfit had more 
than five rounds of ammunition. They 
had tossed the rest away to make 
room for chocolate and cigarettes— 
things not quite so ordinary as bul- 
lets in the life of a soldier. 


EIGHTY INSURGENTS 
SLAIN IN MEX. BATTLE 


Mexico City, July 3.—(#)—Eighty 
insurgents among whom were two 
men described as Catholic priests were 
killed yesterday in various ‘combats 
with federal troops in’ the state of 
Jalisco. 

Reports received by the war de- 


partment indicated that the heaviest 
fight took place near Ayutla when 
federal troops under General Avila 
Tamacho overtook and dispersed a 
band of insurgents stated to have been 
under the command of two priests 
named Perez and Degollado. The in- 
surgents fled abandoning 34 dead and 
five prisoners were immedidtely exe- 
cuted. The leaders escaped. 

The general reportd that his forces 
had captured three banners and a 
valise containing priestly robes. 

The second biggest combat was at 
Santa Isabel where 23 insurgents were 
killed and two prisoners executed. 
Justino Corona and Atilano Santa 
Cruz, described as priests and as com- 
manders of group at Coquio were 
killed in a clash there. Another in- 
surgent was killed in this combat and 
one prisoner was executed. 

The remaining combats took place 
at Limon and at Lamota where 11 
insurgents were killed and one pris- 
oner executed. 

Federal casualties were not given 
except at Lamota where two soldiers 
were killed and two wounded. 


CROATIAN PEASANT 
LEADER RECOVERS 
FROM HIS WOUND 


Belgrade, July 3.—(4)—Stefan Ra- 
ditch, Croatian peasant leader who 
was wounded in parliament recently 
when a government deputy opened 
fire on the peasant party leaders, will 
soon he able to leave the hospital. He 
hopes to be able to leave for Zagreb, 
capitol of Croatia on Sunday to take 
a resf. 


CLAIMS DAMAGES 
FOR DEATH CAUSED 
BY PLANE CRASH 


New York, July 3.—()—What is 
believed to be the first negligence 
suit based on a death caused by an 
airplane crash was on file in supreme 
court today. 

The suit was brought by Carl C. 
Stoll, of Louisville, Ky., as adminis- 
trator for bis son’s estate against the 
Curtiss Flying Service, Inc. He asks 
$75,000 damages. 

In his complaint Mr. Stoll alleges 
that the airplane which crashed at 
Curiss field Avril 14, 1927, killing his 
son, Carl, Jr., a passenger, was “care- 
lessly, negligently and improperly han- 
dled.” His son paid $5 for the flight. 

John Parke Andrews, pilot of the 
plane in which young Stoll was killed, 
also died in the crash as did Mrs. 
Mary Seaman, of Greenport, L. L., 
another passenger. Their plane side- 
slipped to the ground when only 200 
feet in the air. A coroner found that 
the pilot had done everything possible 
to prevent the accident. 


Body of Editor 
Drowned Saturday 
Found in Pit 


Plant City, Fla., July 3—(?)—The 
body of Ray A, Frame, editor of the 
Howey Tribune, who was drowned in 
an old phosphate pit near Alafia NSat- 
urday, was found today after a search- 
ing party, working for three days, had 
dragged the pit and set off 12 charges 
of dynamite in an effort to recover 
the body. 

Frame disappear while on a camrp- 
ing trip after the canoe, which he 


| 


was paddling, capsized. Upon landing 
in the water, Frame laughingly told 
members of the camping party on the 
banks that he was goimg to take a 
swim before returning to shore. He 
never returned. 


EXCURSION 
WRIGHTSVILLE BEACH, N. C. 
$12.00 Round Trip, 10 days, July 14. 
Special inducements Oceanic Hotel, 
Through sleepers, shortest line, quick- 
est time. SEABOARD, WAI, 5018, 


TOILET TISSUE! 


Distributor 


| Atlanta Paper Company, Atlanta, Ga. 


The order came to move forward at | 


PELLAGRA 


CAN BE 


Cured 


Are your lips, throat, tongue sore and red, 
with mucb mucus and ehoking? Are your 
mente red, skin peeling, feel sick, extremely 
wea 

Check these danger signals of dread Pe!l- 
lacra NOW and prevent the development of 
this terrible disease into the frightful ed- 
vanced stages which affect the brain. 

Pellagra can be cured if taken tn time. 
Act NOW. Take no chances. Neglect of 
early symptoms may bring results that will 
cast the shadows of despair and agony orer 
vour entire life. Pellagra cap be cured. 


Free proof to you. 
Write now for 50-page book describing 


signs and symptoms, stages of developmet 
and startling new scientific facts about 
canse and cure of this borrible affliction. 
Send no money; just your name and address, 
AMERICAN COMPOUNDING CO. 
Box 2003, Jasper. Ala. 
Valuable Pellagra Book Sent FREE. 


Southern Pacific 


Offers Travelers 
Use of Headquarters 


Southern Pacific invites all who 
are planning to go West this year 
to tak@ advantage of its complete ser- 
vice at Travel Headquarters, Here 
you will find a wealth of information 
on the four most popular routes to 
the Pacific Coast Empire—what to 
see en route and how ‘to see the 
whole Pacific Coast while West. No 
other railroad offers you so wide 
a choice of routes and scenic attrac- 
tions. Go West one way, return 
another. For booklets and complete 
information write today to 


D. Asbury, General Agent 
216 Healey Bidg. tlanta, Ga, 


EXCURSION 


nO ais 
Montgomery, Mobile, 


Pensacola, New Orleans 
— AND — 
Mississippi Gulf Coast 
Resorts 
Saturday, July 14 


Good Good 

5 Days 9% Davs 
.++-3 8.00 $15.00 
8.00 15.600 
10.00 15.00 


15.00 
15.00 
15.00 


Mobile, Ala. 
Pensacola, Fla... 
Pascagoula, Miss. 
Ocean Springs, 
Miss. 
Biloxi, Miss. ... 
Gulfport, Miss.... 
Pass Christian, 
Miss. coe 
Bay St. Louis, 
iss 


10.75 
10.75 
11.50 


12.00 


12.25 
12.50 


15.00 


15.00 


M . *@eeee#ee#ests¢ 
New Orleans, La.. 15.00 


Montgomery, Ala., $3.50 
Good 3 Days 
Tiekets good on trains leaving At 
lanta 5:40 A, M., 1:25 PP. M. and 
4:20 P. M., Saturday, July 14. Make 
sleeping car reseryations now. Phone 
WA. 2726 or MA. @0800. 


THE WEST POINT ROUTE 


Myrtle Beach, N. C..... 
Chavsestem; &. ©. ccccescevesese 
Beaufort, S. Cc, **eeeweeeeeeev eee 
Augusta, Ga. 


CHEAP .EXCURSION—=SATURDAY, JULY 14TH 
Wrightsville Beach, N. C.......-$15.00 Round Trip—Good 10 days 


WAlnut 3666 GEORGIA RAILROAD WAlnut 2726 


15.00 Reund Trip—Good 10 days 
6.50 Round Trip—Good 4 days 
6.50 Round Trip—Good 4 days 
3.50 Round Trip—Good 2 days 


for a happy future, 


—— nnn 


posit regularly until | 


kills the Germs 
r, 


inure, Poses: dro. oe See | 
| ‘ 


Account at this neighborly institution. 


Atlanta’s Oldest Savings Bank 


hav 
(Signed) 


Deposits 


~~ 


When in the course of my personal affairs, it becomes necessary to dis- 
solve the bonds of worry and insecurity; and to assume full responsibility 
a sensible foresight requires that | open a Savings 
1 therefore declare that I shall de- 


é achieved financial independence. 


GEORGIA SAVINGS BANK & TRUST CO. 


Member Federal Reserve System 


Capital, Surplus and Undivided Profits, $1,000,000.00 
Loans Made on Improved City Real Estate 


JIM JONES. 
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Patriotism To Rise to Zenith 
In Celebration of July Fourth 


Patriotism will rise to the zenith today in the one hundred and 
fifty-second celebration of Independence day. The civilized world of 
America will declare a holiday and society welcomes the opportunity 


to pay allegiance to the flag. 
Already the stars and stripes 


of Old Glory are floating proudly 


‘Miss Griffin Weds 


JosephC. Little, Jr., 
In Carrollton, Ga. 


A weding of wide interest to their 
friends was that of Miss Anne Griffin 


from their standards on Atlanta’s streets, and the red, white and blue; to Joseph Clarke Little, Jr., which 
color motif will be in evidence in all decorative schemes throughout | was solemnized June 30 at 6 o'clock 


the day. 


The highways will teem with motorists bound for near-by resorts 
where congenial parties of friends will spend the day golfing, swimming, 
rowing, canoeing or engaging in other out-door sports, stopping at noon 
for a picnic lunch spread under the trees, or for more formal lunches 
in the many hotels and inns that the country affords. 

The city’s social clubs and hotels will inaugurate varied and interest- 
ing programs celebrating the day. The East Lake Country club plans a 
series of gala events, beginning with the water sports in the afternoon, 
followed by an old-fashioned southern barbecue served on the terrace 
at 6 o’clock and a brilliant dinnér-dance scheduled from 8 to 12 o'clock. 
Several hundred of the club’s members and their friends will attend the 


annual affair which always attracts 
the day. 


those who remain in the city for 


The dinner-dance at the Atlanta Biltmore hotel will be one of 
special interest in celebration of Independence day. There will be many 
delightful dinner parties given, the occasion assembling a number of 
out-of-town guests as well as many of the social contingent of Atlanta. 
The affair will be given in the Pompeiian grill room of the hotel from 


8:30 until 12 o’clock. 


The city’s swimming pools, golf courses and tennis courts will claim 


their share of the devotees of these 


sports. Others who remain in town 


for the Fourth, will spend the day quietly at home, dining with members 
of their families, while the youth of the city will send their patriotism 
skyrocketing in a gay display of fireworks. 


The Atlanta chapter, D. A. R., 


will observe the day with exercises 


of a patriotic nature, scheduled for 11 o’clock and taking place at the 


chapter house on Piedmont avenue. 


Mrs. Hinds Honors 
Flotida Visitor. 


Among the lovely affairs of the sea- 
son was the bridge-tea given by Mrs. 


W. M. Hinds Saturday afternoon at 
her home on Teehwood drive, compli- 
menting Mrs. Edward Stanverman, 
of Jiakeland, Fla., the guest.of Mrs. 
T. J. Ripley. 

Those invited were Mrs. D. J. Gantt, 
Mrs. J. K. Miller, Mrs. T. J. Ripley, 
Mrs. ©. A. Ryder, Mrs. R. E. Cook, 
Mrs. J. W. Gibson, Mrs Charles F 
Wilkinson and Mrs. Edward Stanver- 
man. 


Tech Hi P.-T. A. Holds 
Board Meeting. 


The executive board meeting of Tech 
Hi P.-T. A. was entertained Friday 
evening by the newly elected presi- 
dent, Mrs. Leo Sudderth, at her home 
in Morningside. These board meet- 
ings will be continued during the sum- 
mer months, so that this association 
will be ready for actual work when 
school begins in September. 

J. W. Jeet, first vice president, 
will assist the president. “Bud” Jack- 
son, second vice president, will have 
as his division chairmen: Depart- 
ment of health, Mrs. A. F. N. Ever- 
ett, tifird vice president; department 
of organization, Mrs. Garland Embry, 
fourth vice president; public welfare, 
Mrs. L. L. Dettlebach, fifth vice presi- 
dent; department of education and 
home service, J. C. Brown, recording 
secretary; Mrs. R. H. Cleveland, cor- 
responding secretary ; Mrs. G. R. Mac- 
namara, treasurer, and Mrs. M. B. 
Hanna, publicity. 

At the conclusion of the business 
program a delightful social hour was 
enjoyed. 


W. B. A. Review No. 18 
Postpones Meeting. 


Review No. 18, Woman’s Benefit 
association, has postponed its meeting 
set for Wednesday, July 4. Members 
are urged to attend Tuesday evening, 
July 17, for joint meeting in the W. 
B. A. club room, 70 1-2 Houston street, 
- $8 o'clock. 


Studio Club Postpones 
Meeting to July 11. 


On account of the glorious Fourth 
being a national holiday the Studio 
club meeting scheduled for Wednes- 
day evening at the Forsyth street club 
rooms has been postponed = until 
Wednesday, July 11. 


Miss T homas Honors 
Florida Visitor. 


Miss Martha Keyes «ind her guest, 
Miss Rebecca Daniel, of Clearwater, 
Fla., were honor guests at the bridge- 
tea at which Miss Ida Thomas was 
hostess Tuesday at her home on 
Peachtree road. 

The tea table was beautifully ap- 
pointed with an imported lace cover. 
In the center was placed a large sil- 
ver basket holding pink larkspur, pink 
roses and gladioli. 

The hostess was assisted in enter- 
taining her guests by her mother, Mrs. 
Irving Thomas. 

The guests included Misses Daniel, 
Martha Keyes, Clara McConnell, Nis- 
het Le Conte, Martha Williams, Betty 
Brown, Gertrude Askew, Mary As- 
kew, Jane Morrow, Burnadette Clarke, 
Toots Buchanan, Mary Lee Donivan, 
Fort Scott Meador, Louise Wesley, 
Margaret Bates and others, 

Miss Thomas was also hostess at 
a buffet supper followed by dancing 
Monday evening at her home, compli- 
menting Miss Daniel. 

Thirty guests were invited to this 
delightful affair. 


Charleston Guests 


Are Honored At 
Party Series 


ee ee 


Mr. and Mrs. B. K. Montgomery, 


was a recent event, are spending a 
part of their honeymoon in Atlanta 
as guests of their mother, Mrs. Vic- 
tor Hugo Montgomery, at her home 


on. Washita avenue. A series of so- 
cial gaieties honoring these visitors 
has been planned for their pleasure. 
Mr. and Mrs, Andy Redding enter- 
tained at dinner on the roof garden 
of the Capital City club Tuesday eve- 
ning in compliment to Mr. and Mrs. 
Montgomery and Mr and Mrs. J. C. 
Oliver’s dinnes at the dinner-dance at 
last Lake Country club Wednesday 
evening, will also have these South 
Carolinians as central figure. 

Mrs. W. T. Felker entertains in- 
formally Thursday afternoon at the 
East Lake Country club for Mrs. 
Montgomery, inviting a small group 
of friends to meet her at a bridge- 
tea. 


Miss Corzelius | Weds 
Joseph E. Fowler, Jr. 


Mrs. T. C. Corzelius announces the 
marriage of her daughter, Lolita, to 
Joseph E. Fowler, Jr., Saturday aft- 
ernoon, June 30, at 3:30 o’clock at 
her home on Page avenue, N. E. Only 
a few friends of the family were 
present. 

The bride’s sister, Miss 
Corzelius, was the only 
Howard CC. McDonald 
groomsman, 

The ceremony was performed by 
Rev. H. F. Clark, of West End Cath- 
olic church. 

The bride was becomingly gowned 
in a rose beige crepe frock with ac- 
cessories to match, and a shoulder 


Adelaide 
attendant. 
acted as 


| brief 


bouquet of valley lilies and roses. 
Immediately after the ceremony the 
young couple left in their car for a 
honeymoon tour through the 
Carolinas. 


Mrs. Kreigshaber Honors 
Junior Division Members. 


‘tained Tuesday evening at her sun- | 
| é ** 9 . " 
'mer home, “Camp Victor,” in honor 
of the members of the junior division 
| of 


| took 


the Jewish Woman’s club, who 
part in the recent successful 
amateur show, “The Follies.’ 

After supper, which was served un- 
der a pavilion in the on. dancing 


room of the camp. An enjoyable fea- 
ture of the evening was several num- 
bers of “The Follies” given by a few 
members of the cast in entertainment 
of Mrs. Kriegshaber’s guests. 
Among those present were Misses 
Polly Gershon and Bess Nissenbaum, 
sponsors of the junior division of the 
Jewish Woman's club; Miss Elsie 
Rudderman, Miss Evelyn Rosenberg, 
Miss Betty Lipman, Miss Rosalie 
Hirsch, Miss Freda Freedman, Miss 
Bessie Lee Rose, Miss Agnes Nissen- 
baum. Miss Beatrice Schrieber, Miss 
Elsie Lichenstein, Miss Helen Balser, 
Miss Mollie Rice, Miss Ada Galanti, 
Mrs. Victor H.~° Kriegshaber, Miss 
Marion Kriegshaber, Hyman King, 
Irving Cohen, Melvin Kahanow, Dave 
Silverman, Meyer B. Morris, Joe 
frown, Jimmy Round, 
and others. Mrs. E. H. Lipmam and 
Mrs. Rose Cohen were chaperons. 


awe 


TODAY 


Allen's 
celebration of J u | y 
Fourth. 


TOMORROW 


Allen's opens with a 


store-wide sale for a 


_ JULY CLEARANCE 


Offering great opportu- 
nities in all depart- 
ments. { 


is closed in 


” 


“The Store All 


“J.P. ALLEN & €0. 


Peachtree at Cain 


Women Know’ 


of Charleston, S. C., whose marriage | 
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in the evening at the home of the 
bride’s parents, Mr. and Mrs. T. R. 
Griffin, of Carrollton. Rev. Irby Hen- 
derson, pastor of the First Method- 
ist church of Carrollton, performed 
the ceremony in the presence of a 
large gathering of friends and rela- 
tives. The home was decorated with 
many lovely flowers. 

The bride and groom entered to- 
gether and were met at the altar, 
where Rey. Hendersou performed the 
ring ceremony. 

The bride was beautiful in an en- 
semble costume of black crepe relieved 
by trimmings of white satin braid. 
Her hat was a small, close fitting 
model matching her gown and com- 
pleting her costume was a shoulder 
bouquet of pink rosebuds showered 
with valley lilies, 

The bride’s book was kept by Miss 
Mary Griffin, sister of the bride. 

The bride is the charming twin 
daughter of Mr. and Mrs. T. R. -Grif- 
fin, of Carrollton, whose charm and 
personality have won her a host of 
friends, 

The groom is the eldest son of Mr. 
and Mrs. J. C. Little, Sr., of Atlanta. 

An informal reception was held im- 
mediately following the ceremony. 

During the evening Mr. and Mrs, 


| 


| 


—— Gertman and her guests, Misses Bes 


' 


| 


Little left for Atlanta, where they are | 


at home in the Roseland apartments, 
1197 Virginia avenue, N. E. 


rn 


Atlantans Attend 
Camp Maryland 


In Tennessee 


—_— 


Misses Angel Allen and Ellen New- 
ell, popular members’ of Atlanta so- 


‘ciety, left Jast week for Maryland, 


| 


i 


| 


} 
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Tenn., to act as counsellors at Camp 
Naka Wana, where Misses Colette 
Howell, Mary Cobb Hunnicutt and 
Constance Adams are enrolled. 

This is the ninth summer season 
of this camp located on the highway 
hetween Chattanooga and Nashville, 
Tenn., and over 300 representative 
southern girls are members of the 


‘Student and junior camps, of which 


Colonel L. L. Rice is owner and di- 
rector. 

Chattanooga girls who will 
Maryland today to attend the senior 
camp at Naka Wana are Misses Caro- 
line Hogshead, Elizabeth Thomas, 
Katherine Johnson, Anna Robbins, 
Katherine Curtis, Alice Martin. Doro- 
thy Newell, Sarah Robinson and Sarah 
Willis Houston, Those planning to at- 
tend the junior camp are Susan Lati- 
more, Martha Newton, Margaret and 
Eleanor Williamson, Sarah Shepherd, 
Margaret Noone, Mary Poindexter, 
Hilda Loveman, Alice McCallie, Jane 
Bryan, June Robinson and Mary 
Bashie Steele. 


Woman’s Auxiliary 
Holds Meeting. 


The woman's auxiliary of the Cen- 
tral Presbyterian church met Mon- 
day afternoon at the church. 
Nellie Beatie, president, presided and 
the opening devotional was led by 
Mrs. J. C. Burruss. 

Splendid quarterly reports 
made by the cause secretaries and 
the circle chairmen. Mrs. J. M. Har- 
vey, secretary of literature, exhibited 
the standard of excellence, explain- 
ing all the points which embrace the 


were 


Mrs. Victor H. Kreigshaber enter- | *€@?*S work of the auxiliary. At the 


close of the program a social hour | 


was enjoyed. Mrs, Clarence Mills, 
Mrs, Miller Clapp and Mrs. Gordon 
Thrash presided at the punch bowl. 


| Rose Croix, O. E. Des 


was enjoyed in the spdtious living | 


of Chicago, ' 


Honors Mrs. Ashby. 


Rose Croix chapter, 267, O. E. &.. 
met Monday evening in the hall in the 
Wigwam on Central avenue. The honor 
guest was Mrs. Rose Mae _ Ashby, 
worthy grand marshal of the general 
grand chapter, who instituted and con- 
stituted this chapter. Mrs. Louise 
Chambers, worthy matron, presided. 


The officers, in a drill ceremony, each | 


presented Mrs. Ashby with gladioli., 
and Mrs. Anna Jones, associate ma- 
tron, presented her on behalf of 
friends a handsome console table. She 
received a gift from Mrs. Mary Gif- 
ford and others. A program of music 
was arranged by Mrs. Emily Ander- 
son. 


Mr. and M be. Wilson 


Honor Visitors. 


Mr. and Mrs. A. EF. Wilson enter- 
tained Monday evening at their home, 
290 Sutherland drive, Kirkwood, in 
honor of their guest, Mrs. Pau] J. Tal- 
bot, of New York, formerly of Atlanta. 


Miss | 


DAILY CALENDAR 
OF SOCIAL EVENTS 


Mr. and’ Mrs. Ted Minahan will entertain the Minahan-Bindewald 
wedding party at their home, Peachtree road, following the rehearsal. 


Old-fashioned southern barbecue at 6 o’clock, followed by a dance 
on the terrace at East Lake Country Club, celebrating Independence day. 


Dinner-dance at Atlanta Biltmore. 


The Atlanta chapter, D. A. R., 
o’clock at 1204 Piedmont avenue. 


celebrates the fourth of July at 11 


A barbecue, an inspection of the newly completed lodge and other 
special events will feature the annual fourth of July celebration at Camp 


| Highland, Y. W. C. A. summer camp for girls. 


A bridge-tea will be held at the West End Woman’s club. 


The Woman’s Union Bible club meets at 10 o'clock at Wesley 


-Memorial church. 


Miss Rachel Johnson entertains at luncheon honoring Misses Bess 
_Duncan and Dorothy Lane, guests of Miss Marian Gertman at her home 


in Emory university. 


Miss Lula McMichael entertains at a 


specter party honoring Miss 


Duncan and Dorothy Lane. 


SOCIAL 


ITEMS 


Mr. and Mrs. Dan Plaster announce 
the birth of a son, Dan Plaster, Jr., 
June 30, at the Piedmont sanitarium. 
The baby is the grandson of Mr. and 
Mrs. F. A. Plaster, of Piedmont road, 
and Mr, and Mrs. H. W. DeMille, of 
Valdosta. 

et¢* 

Mr. and Mrs. Paul Bouziques have, 
returned to Atlanta after a two 
weeks’ tour of Canada. 

+*% 
Mrs. EK. D. Richardson, 


Dr. and 


‘Leonard Riehardson, and their guest, 
| Mrs. G. B. Van Cleave, of Louisville, 


Ky... have returned from Cedartown, 
where they were guests of the Look- 
out hotel. 

**% 

Mrs. W. S. Bellinger and daughter, 
Miss Augie Bellinger, and Mrs. L. 
M. Stevens have returned from Bir- 
mingham, Ala. ms 


Mr. and “Mrs. Walter S. McNeal, 
Jr., their daughter, Miss Wilma Mc- 
Neal, and Mrs. Grace Yarborough, of 
Albany, who has been the guest of 
Miss McNeal for the past month, mo- 
tored to Albany Tuesday. Mr. and 
Mrs. McNeal will return to the city 
the latter part of the week. Miss 
Wilma McNeal will remain in Albany 
for a visit to Miss Yarborough for a 
few weeks, 

eae 

Mrs. William H. Patterson, of West 
Palm Beach, Fla., who has been the 
euest of her daughter, Mrs. Frank H. 
Reynolds, and family for the winter 
months, leaves Friday for a visit to 
her son, Dumont Patterson, and fam- 


go to\ily in Burlington, N. C. 


e**k#*e 


Miss Sarah Wilkerson left Sunday 
to join Mr. and Mrs. C. V. Logan 
and daughters, Mary and Lucile, who 
are motoring to Philadelphia and At- 
lantie City. They will visit Wash- 
ington and New York before return- 
ing August 1. ; 

*t2? 

Mr. and Mrs. Frank C. Wilkerson, 
Miss Sarah Wilkerson and Frank 
Wilkerson, Jr., are at their summer 
liome, “Rockledge,”’ near Clayton. 

eke ‘ 


Mrs. Mary F. Barker of Miami, 
Fla., and Washington, D. C., is spend- 
ing ten days with her brother and 
sister, Mr. and Mrs. Carl F. Faires, 
en route to Washington and the moun- 
tains for the summer and fall. 

ee % 


Among the Atlantans registered at 
Hotel Tybee, Tybee island, are Mr. 
and Mrs. Thomas Duff, Mr. and Mrs. 
Marcus Cohen, Mr. and Mrs. E. kL. 
Quillan, Mr. and Mrs. C. H. Crane, 
and Mr. and Mrs. W. F. Dykes, 

eS 

Prof. Virgil M. Faires and Mrs, 
Faires and little daughter, Virginia 
lee, of Bryan, Texas, are spending 


the summer with their parents, Mr. 


| era l days. 


| 


| 


und Mrs. Carl F. Faires. 
.s | 


Miss Maline Norton and Eldon 
Webb, of Heflin, Ala., spent Sunday 
with Miss Marie McCalmon in West 
Ind. 

*ke 

Mr. and Mrs. Chas. Henry Keel, 
of West End, have returned home 
from Hot Springs, Ark. They also 
visited in Texas and Louisiana be- 
fore returning home. 

2S 


Mr. and Mrs. H. D. Pine of Day- 
ton, Ohio, Mr. and Mrs. R. F. Brown- 
lee, of Atlanta, and W. P. Disbrow, 
of New York city, are at the Georgian 
Terrace. 

sts 


Mr. and Mrs. Ivy Davis, Miss 
Ethel Williams and C. R. Williams. 
of Savannah, were recent guests at 
the Atlanta Biltmore hotel. 

e** 


Mrs. Katherine Weathersbee, Miss 
Evelyn Brannon and Miss Kathleen 
Weathcersbee, are the guests of rela- 
tives in Chattanooga, Tenn., for sev- 


**e 
Mr. and Mrs. John W. Lapsley, 
mud children of Selma, Ala. are 
suests at the Atlanta Biltmore hotel, 
NOR 


Dr. and Mrs. W. B. Denslow and 


Sharing honors with Mrs. Talbot was| John A. Denslow, of Pittsburgh, Pa., 


Mrs. Cluise Watson, of Miami, Fla. 


Miss Dickey Entertains 
At Swimming Party. 


A social event of interest to mem- 
bers of the younger set was the swim- 


ming party at which Miss Mary Wil-: y 


son Dickey entertained Tuesday at the 
Piedmont Driving club. 

Mrs. Ervin Dickey, mother of the 
hostess, assisted in entertaining. 

Those present included: Misses 
Margaret Hoffman, Suzanne Knox, 
Charlotte McRae, Betty McDuffie, 
Laura Whitner, Charlotte Adams, 
Josephine Meador and Maybelle 
Dickey. 


Miss Minahen Is 
Feted Bride-To-Be. 


| 


| 
; 
i 
} 
' 


' 


| 
| 


| fire spending several days at the At- 


lanta Biltmore hotel. 

se 
_ Mr. and Mrs. C. D. Kemper, of 
— La., are at the Biltmore 
otel, 


+s 


J. Lawson, of 736 Yorkshire road, 
de, who recently underwent an 
operation for appendicitis, is rapidly 
convalescing at his home. 
2S 


— . Ane 


Among the arrivals at the Hotel 
Georgian Terrace are Mrs. C. BK. 
Westbrook, Miss Dorothy Westbrook, 
of Columbus, and Miss Sara Morris, 
of Athens, Ga. ' 

2 2 

Mr. and Mrs. Louis Wellhouse, Jr.. 
of Atlanta, are guests at the Hotel 
Georgian Terrace. 

see 


Mr. and Mrs. John Shuey, of Miami, 


Miss Margaret Minahan, a_ bride-; Fla., are spending several days in At- 
elect of July, was central figure at} lanta, en route from New York to 


the bridge-tea at which 


Miss Wil-| Florida. 


Mrs. Shuey was formerly 


helmina Kean was hostess Tuesday at| Miss Edyth Carpenter, and their mar- 


her home on Peachtree place. 
Mrs. Martha Kean. mother of the 


hostess, and Mrs, C. W. Freeman as-. 


sisted the hostess in entertaining. 

Those present included Misses Mary 
Helen Duret, Carolyn Holliday, Edna 
Freeman, Mesdames Lawrence Neu- 
hoff. Ed Liddell, H. M. Eason, Rob- 
ert Margerson and Mrs. O'Neil. 


PACKING 


PN, 
4p i> 


| 


| 


riage was a brilliant event of the 
early part of June, taking place in 
Miami. They spent their honeymoon 
in the metropolis, making the trip by 
motor. 
es 

‘Mrs. John Stephens is at the Geor- 
cian Terrace, having motored from 
Iakemont with her grandson, Ste- 
phens Crockett. 

: see 

Mr. and Mrs. Hugh M. Cotton, of 
Orlando, Fla.,:are spending this week 
at the Georgian Terrace. 


Miss Carrie Lou Griggs, of West 
Point, is spending the week with Mr. 
and Mrs. B. D. Langford on Ponce 
de Leon avenue. oe 


Dr. and Mrs. Spencer A. Kirkland 
and little daughter, Virginia, will 
spend the Fourth of July at Warm 
Springs, where Dr. Kirkland will read 
a paper before the Georgia Medical 
association in session there. 

225 

Mrs. Guy Lavender. of Savannah, 

who attended the Madden-Barrett 


wedding, has returned 


Mr. and Mrs, Roy Collier and sons, 
Roy Collier, Jr., and John Spratling 
Collier, motored to Lakemont Tues- 
day to spend several days with Mr. 
and Mrs. Harry Baylor at their sam- 
mer cottage at this popular resort. 


Miss Louise Madden has returned 
home after spending several days with 
her aunt, Mrs. Guy Lavender, at the 
Savannah hotel. 

*x<* 


Mr. and Mrs, Walter Hughes are 
spending the week-eud at Tybee. 
*&*e 


Mrs. R. E. Pollock is visiting her 
mother, Mrs. R. Shumate, at her 
home on East Fortieth street, Savan- 
nah. 

*** 

Miss Marion Tillis, of 76 Peachtree 
Hills avenue, left Monday to attend 
camp at Camp Highland accompa- 
nied by her cousins, Misses Ruth and 
Dorothy Layfield, of West End, and 
Miss Jacqueline Snelling, of Colum- 
bia, S. C. 

- FS 

Mrs. H. Clay Moore, Miss Louise 
Moore and Miss Harriett Wynne leave 
Thursday evening for Wrightsville 
Beach, N. C., to spend the month of 
July at the Oceanic hote!- 

wR 


Miss Susan Hill leaves the middle 
of July to be the guest for two weeks 
of friends in Norfolk, Va. 

++ 


Mrs. Royston Cabaniss and little 
daughter, Miss Petrea Cabaniss, of 
Pensacola, Fla., left Tuesday after 
having been the guests of Mrs. Caba- 
niss’ parents, Mr, and Mrs. H. H. 
Cabaniss, at their home ox Piedmont 
avenue, and were accompanied by Mrs. 
Cabaniss’ niece, Miss Christine Thies- 
en, who will be their guest for July. 

Oa 


Miss Rosa Miller, daughter of Lieu- 
tenant Colonel and Mrs. Troup Mil- 
ler, of Washington, D. C., formerly of 
Atlanta, arrives Thursday to be the 
guest of Miss Charlotte Adams, at the 
home of her parents, Mr. and Mrs. 
Percy Adams, on Muscogee avenue, 

ae 


_ Miss" Mary Hurd Hilyer, of New 
York city, is visiting at the home of 
her uncle, John Ashley Jones, on Four- 
teenth street for the months of July 
and August. 
eee 
Mr. and Mrs. Stuart Witham and 
children leave next week to spend some 
time at their cottage at Lakemont. 
see 


Mrs. -rnold Broyles is the guest of 
her son and daughter, Dr. and Mrs. 
Edwin Broyles, of Baltimore, Md., at 
their summer home in Chatham, Mass., 
after having been the guest of her 
daughters, Mrs. Thomas Barrett III 
and Mrs, Julian Barrett, of Augusta, 
at their cottage at Wrightsville Beach. 


Esmond Brady has returned from a 
month's visit to Saunders Jones, in 
Cleveland, Ohio. He also motored 
through Canada with Mr. Jones and 
returned by way of Richmond, Va., 
to spend several days with his brother, 
Harold Brady. 

ete 

Mr. and Mrs. F. S. Boykin and Miss 
Frances Boykin have taken possession 
of their handsome home on Austel] 
way, having spent six months at the 
Georgian Terrace during the remodel- 
ing of the house. Their daughter, 
Mrs. Richard Bennett, and son, Rich- 
ard Boykin Bennett, of Chattanooga, 
Tenn., are visiting Mr. and Mrs. Boy- 
kin, 

tee 

Mr. and Mrs. B. K. Montgomery, 
of Charleston, 8. C., are visiting their 
mother, "Mrs. Victor Hugo Montgom- 
ery, at her home on Washita avenue. 


FLORIDA TO SAVE 
IMPORTANT HIGHWAY 


Thomasville, Ga., July 3.—(Spe- 
cial.)—All this section of southwest 
Georgia and north Florida is inter- 
ested in the advertisement of the 
Florida state road department, just 
published, calling for bids for con- 
crete paving on the Florida section 
of 18 miles between Thomasville and 
Tallahassee. The bids will be scru- 
tinized and contract awarded July 31. 
The Thomasville-Tallahassee highway 
is a link of the through highway from 
Atlanta, Macon and Albany, through 
Thomasville to Tallahassee, making 
contact in the latter city with Florida 
road No. 1, paved highway, which 
runs to Pensacola, and thence con- 
tinues to New Orleans. At Thomas- 
ville Georgia road No. 38 crosses this 
highway, and automobilists from Sa- 
vannah and intedmediate points can 
irop down to Tallahassee and con- 
tinue to Pensacola. 


Fourth of July 
Dance Is Held 
At Capital City; 


Amid a setting of flags and banners 
in red, white and blue, the annual 
Fourth of July dinner-dance of the 
Capital City club was held Tuesday 
evening on the roof garden of the 
club, assembling a representative gath- 
ering of Atlanta society. Club mem- 
bers, Atlantans and out-of-town guests 
enjoyed the delightful affair. Dinner 
was served at individual tables, ar- 
tistically decorated in appropriate col- 
ors. A musical program was rendered 
by the club orchestra. 

A party dining together included 
Mr. and Mrs. George Camp, Mr. and 
Mrs. Roy Le Craw and Mr. and Mrs. 
H. C. Williams. 

Mr. and Mrs. F, S. Chalmers enter- 
tained a congenial-party including Mr. 
and Mrs. Allen Artley, Colonel George 
Dunean, of Miami, Fla.; Mr. and 
Mrs. W. F. McCormick and Mr. and 
Mrs. D. P. Whelchel. 

Dr. and Mrs. Forrest M. Barfield 
entertained a party of close friends. 

Mr. and Mrs. Rodney Morrison, 
Jr., entertained a party including Mr. 
and Mrs. George McCarty, Mr. and 
Mrs. Alvin B. Cates and their guest, 
Mrs. W. C. Hardman, of West Point, 
Georgia. 

Mr. and Mrs, John E. Smith were 
hosts to a group of friends, their 
guests including Mr. and Mrs. Cator 
Woolford, Mr. and Mrs. George W. 
Nicholson, Mr. and Mrs. Raymond 
Kline, Mr. and Mrs. Charles LeRoux 
and Mr. and Mrs. Louis L. Beall. 

Mr. and Mrs. Alexander MacDou- 
gald entertained a group of friends. 

Mr. and Mrs. Samuel Candler 
Dobbs, Jr., had as their guests Mrs. 
Mildred Dobbs Howard and Newell 
B. Whitcomb, of New York. 

Mr. and Mrs. W. E. Gathright en- 
tertained Mr. and Mrs. J. R. Fair- 
man, Mr. and Mrs. Wallace Daniel. 
Dr, and Mrs. W. EF. Barber, Mr. and 
Mrs. George Marchmont and C. J. 
Holditch, 

Mr. and Mrs. C. H. Becker and 
Mr. and Mrs. J. W. Goldsmith were 
the guests of Mr. and Mrs. W. L. 
Meador, 

Mr. and Mrs. G. M. Goodman had 
as their guests Mr. and Mrs. J. P. 
Cassady, Mr. and Mrs. Robert Evans. 
Mr. and Mrs, Ben L. Ethridge and 
their guest. 

Morris Brandon, Jr., entertained a 
group of friends, covers being placed 
for 14. 

Mr. and Mrs. Glenn Ryman enter- 
tained Mr. and Mrs. Barnard Boykin, 
Mr. and Mrs, Langdon Quin and 
Frank Carter, : 

Mr. and Mrs. Van A. Ritch enter- 
tained a small group of close friends. 

Mr. and Mrs. Louis S. Brooke had 
as their guests Mr. and Mrs. Walter 
Hill, Mr, and Mrs. Dudley Glass and 
Mr, and Mrs. L. W. Driscoll. 

Among others entertaining were Mr. 
and Mrs. William Akers, Mr. and 
Mrs. Joseph Camp, Thomas Head, 
Mr. and Mrs. F. 8S. Chalmers. Dr. 
H. M. Bowcock, Henry Scott, Rufus 
Lang, B. D. Charff, J. W. Patterson, 
S. P. Millen, F. E Foster, Esmond 
Brady, Mr. and Mrs. K. B. Hancock. 
Mr. and Mrs. E. G. Laid, Mr. and 
Mrs. Charles Adsit, W. C. Edwards, 
J. B. Whitton, Mr. and Mrs. Arthur 
Clarke and others, . 


Beauty Fashions 


| 


6146 


A PRETTY DANCE FROCK. 

6146. Crepe de chine, georgette, 
printed voile or chiffon, as well as 
taffeta and figured silk may be used 
to make this charming design. 

The pattern is cut in 4 sizes: 8, 
10, 12 and 14 years. A 12-year size 
will require 2 7-8 yards of 39-inch 
material. The underbody requires 
1 1-4 yards of lining. For a ribbon 
bow as illustrated, 7-8 yard 8 inche 
wide will be required. ' 

Pattern mailed to any address on 
receipt of 10c in silver or stamps. 


A PRETTY SUMMER FROCK. 

6152. Printed silk, or zephyr or 
chiffon in ‘the new printed patterns | 
will be suitable for this style. It is 
cut in 6 sizes: 34, 36, 38, 40, 
44 inches bust measure. To make the 
dress for a inch size as illustrated 
will require 4 1-8 yards of 35-inch 
material together with 1-4 yard of con- 
trdsting material for facing on belt, 
cuffs, and a one-inch wide band on 
the scarf. The width of the dress at | 
the lower edge with fullness extended | 
ig 1 3-4 yard. 

Pattern mailed’ to any address on 
receipt of 10c in silver or stamps. 


Sends 12¢ in silver or stamps for 
our up-to-date spring and summer 
1928 book of fashions. | 

Address orders to Beauty Fashion | 
Dept., care The Constitution, Atlanta, ' 


This Store 
Will Be Closed — | 
All Day Wednesday 


JULY «. 
‘FOURTH 


GLeumis GO 


102 Whitehall 


Georgia. 


| 


| 24-hour 


‘Officers’ Club Will Give Hop 


For Reserve Officers Friday” 


Burton for station at Fort McPherson, 4 


Fort McPherson, July 3.—An an- 
ticipated pleasure of the week in army 
circles is the hop to be given Friday 
evening by the Fort McPherson Of- 
ficers’ club in honor of the national 
reserve officers who are on duty at 
the post with the R. O. T. C. unit. 
Sereral dinners to be given by mem- 
bers of the army set are points of 
especial interest. Major and Mrs. 
Ralph C. Holliday entertain Friday) 
evening at an informal hop-supper at 
their quarters preceding the hop in 
honor of Colonel and Mrs. Melville 
S. Jarvis: and Captain and Mrs. Stan- 
ley Blanton, two popular couples who 
are leaving the garrison this month for 
change of station. 

Miss Florence Blanchfield and Miss 
Anna Claypoole entertain at tea at 
their quarters Friday afternoon trom 
4:30 to 6 ofclock in honor of four at- 
tractive matrens of the army contin- 
gent; Mrs. Melville S. Jarvis and her 
niece, Mrs. W. L. Mitchell, of Baton 
Rouge, La.: Mrs. Stanley Blanton 
and Mrs. Malcolm Fortier. 

Mrs. Hans R. W. Herwig enter- 
tains at a bridge luncheon at the 
Piedmont Driving club Monday, July 


9, in honor of Mrs. Frank S. Burton, 
who arrived recently with Colonel 


Covers will be placed for 12. 


Captain and Mrs. Oscar Stanley © 
Smith are recent attractive acquisi- ~ 


tions to the garrison, having arrived 
from Fort Benning where 


Smith was a member of the company ~— 
commander’s class. Captain Smith is ~ 
the first adjutant at Fort McPherson. ~ 


He served previous to his year at Fort 
Benning with the 2d infantry at 
Fort Sheridan and also acted as aide 
to General William R. Smith, who is 
now commandant at the military acad- 
a, and to General Harry Hale, re- 
tired, 

William Hall! entertains at a Fourth 
of July party at his quarters in the 
garrison Thursday afternoon, including 
in his guest list 10 members of the 
subjunior set. The guests will be 
David E. Barnett, Jr., Robert Smith, 
Junior Keeler, Bobby Chandler, Joey 
Blanton. John Holliday, Billy Holli- 
day, Kirk .Powell, Pinky Myll and 
Martha Procter. 

A congenial group who motored to 
Oakland City for swimming and later 
enjoyed a » Brent dinner at Cascade 
terrace Tuesday evening were Major 
and Mrs. Nelson Myll, Captain and, 
Mrs. Stanley Blanton, Captain and 
Mrs. Maxwell G. Keeler, Captain and 
Mrs. Albert G.. Wing and Captain Rob- 
ert Joerg, Jr. 


— 


Mrs. Erwin Gives Gardeners _ 
Timely Advice for July Planting 


July is supposed to be the month 
when the gardeners enthusiasm is on 
the wane,” says Mrs. Thomas UC. 
Erwin, one of the most successful 
members of the Peachtree Garden, 
and an authority on horticulture, Her 
advice to gardeners is considered very 
valuable and the paper she read be- 
fore the club membership at the mect- 
ing held at the Piedmont Driving club, 
with Mrs. Hugh Dorsey as hostess. 
“The heat makes active work un- 
pleasant, but as gardening is an art 
that requires much perseverance, half 
an hour each day, preferably before 
breakfast is sufficient to accomplish 
much. Whether watering is done or 
not, the hoe must always be at work. 
A crust should not be allowed to form 
around the plants.” 

No Royal Road. 


“There may be no royal road to 
success in garden making, but the 
mulching system smooths out many 
of the rough places. Mulching simpiy 
means applying a covering which. will 
keep the earth cool and moist. lou 
make a dust mulch when you culti- 
yate the top soil, but it is easier to 
apply straw, grass, or peat moss. 
There are many ways in which the 
mulching plan can be utilized once 
the garden maker gets the right idea. 
It gives better crops and it saves a 
lot’ of time. If some of your annuals 
seem to be doing poorly dig in lightly 
around the roots some sheep manure, 
then water copiously. Pinch back 
dablias and cosmos if you wish to 
keep them busy and not very tall. 
Keep on spraying your roses. Cut 
back violas, you can root the pieces 
you trim off in your sand bed, and 
have nice plants by fall. Several peo- 
ple have asked me how to get rid of 
ants. I will give you two different 
cures both of which are said to be 
effective. First, mix one-fourth 
pound of Persian insect powder in a 
gallon of water. Be sure powder 1s 
fresh. Apply with watering can and 
pour the mixture into the ant hills. 
This solution is not injurious to 
plants. Second, after standing for 
use water in which potato 
skins wete boiledy pour this down the 
ant hills. Put flowers of sulpbur on 
any leaves that show mildew, an ex- 
cellent sprinkler is made by using 
a half pint fruit jar with a piece of 
thin cloth tied over the top. If you 
want your hardy chrysanthemums to 
bloom early feed them with liquid ma- 
nure every week from middle of July 
to the middle of September, watch for 
black lice and spray with black leaf 
40. After your hydrangeas’ are 
through blooming trim at once if they 
need it, root the pieces you cut off in 
your sand box. If you want them 
blue next year one of the flower books 
says to water them with alum water 
this summer. July is the last month 
to sow seeds of perennials for next 


year. , 
Best Material. 


“No garden should be without 
stakes and raffia for tying up high- 
headed plants. Raffia is also the 
best material for tying together cut 
flowers, as it does not cut the stems. 
You can buy it at Milton Bradley's 
on Forest avenue, near Jackson street. 
It is forty cents a pound and comes 
in bundles of about one and one-half 
pounds. Bamboo makes the hest 
stakes, these you can grow yourseif. 
Plant zimmas and marigolds for fall 
crop. If planted now they will be- 
gin to bloom the end of August. If 
you have been successful enough with 
delphiniums to have them live until 


the seed ripens, sow it at once, fresh 


seed always gives the best results. Use 
a sharp knife to cut your gladiolas, 
not scissors, the knife does much less 
damage to the plant. Do not cut off 
all the foliage when pruning peren- 
nials, seme leaves should be left to feed 
the plant. When preparing cante- 
loupes for breakfast instead of throw- 
ing away the seeds, wash and dry 
them and use with other food on the 
feeding shelf for the birds next winter. 
If your jonquils need dirting, July 
is the best month to dig them up. Or- 
der any new German or Siberial iris 
that you are going to plant this year, 
now is the time to divide the old ones 
and plant the new ones. Butterfly 
lilies or ginger lilies as they are some- 
times called, need a good mulch and 
plenty of water. In Jamaica they 
grow wild along the banks of the 
streams, so we should try to give as 
nearly as possible the same conditions 
here. 
are one of the plettiest flowers, as 
well as one of the sweetest that we 
have, as they bloom from about Au- 
gust 1 until killed down by frost.” 


SLATE 10 ADDRESS 
INSTITUTE AT ATHENS 


Athens, Ga., July 3.—(Special.)— 
Sam J. Slate, of Athens, auditor of 
the state, will be one of the prin- 
cipal speakers at the Institute of Pub- 
lic Affairs and Internationa! Relations 


to be held at the University of Geor- 
gia, July 9-24, Dr. Cullen B. Gosnell, 
director of the institute announced. 
In a series of six round tables dis- 
cussions Mr. Slate will discuss “le- 
sponsible State Government an. How 
to Secure it in Georgia,” Dr. Gosnell 
stated. He is also expected to dis- 
cuss consolidation plans for the ad- 
ministrative system in Georgia. 


TWO NEW LAWYERS 
DISPLAY SHINGLES 
NOW IN VALDOSTA 


Valdosta, Ga., July 3—(Special.)— 
Raymond Griffin and Francis Wilcox, 
both of Valdosta, have opened law 
offices in this city. 

Raymon Griffin fs the son of Dr. 
Archie Griffin, well-known practition- 
er of south Georgia, and Francis Wil- 
cox is the son of E. K. Wilcox, wide- 
ly known over this section as an at- 
torney. 

Both young men have associated 
themselves with old established law 
concerns and intend to take an active 
part in legal business. 


Negro High School. 


Valdosta, Ga., July 3.—(Special.)— 
The city board of education has se- 
lected a site for the new negro high 
school building, the property being lo- 
cated with a frontage on South Troup 
street, south of the canal, The siie 
will have four acres of land, and was 
donated by J. R. Dasher, a member 
of the board of education. 


Wrightsville Beach, $12.00 


July 14, 10 days. SEABOARD. 
—(adv.) 


“Glorious 


to play 


Happy holiday, 
day pursuits, 


— 


CLOSED ALL DAY 
for the 


“When young and old come forth 
On a sunshine holiday” 


In closing Wednesday, July 4, in 
honor ot Independence Day—choiee 
occasion for sparkling adventure— 
we wish for all Atlanta 


Keen appreciation of privileges 
won by early Americans, 


Live consciousness of the America 
of today, where means to know and 
power to do are the rich heritage 
of her citizens, lowly or great. 


M.RICH & BROS. CO. 
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pper Wedding Rites 


~~ Are Solemnized in Decatur 


» 


Miss Sara Jo Stipe and Noland Tup- 


. 
>§ 


| Der were married at a beautiful cere- 
> mony Tuesday afternodn at 4 o'clock 


By * 
Be 
x 
3 
eS 
ai 


at the home of the bride's parents, 
Mr. and Mrs. John Wesley Stipe, on 


ull street in Decatur. The cere- 


"mony was performed by the Rev. Mar- 
' _¥in Williams; pastor of Wesley Memo- 
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rial church, assisted by Dr. J. W. 
Gatien, of the First Methodist 
urch,- Decatur. 


In the living room an improvised. 


altar was banked with palms and 
ferns before which cathedral cande- 
abra holding white tapers and floor 


Eso? ets of Easter lilies were alter- 
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nated. 

Marion Hendry, of Perry, Fla., niece 
of the bride, played the wedding 
chorus from ‘Lohengrin” as the pro- 


| cessional, and Mendelssohn’s wedding 


mre © 
ag 


march as the recessional. Miss 
Mary Leffinwell, violinist, played 
“Liebstraum.” Miss Lucille Settle sang 
“t¢ Dawning” and “I Love You 
Truly.” Miss Mary Leffingwell and 


3 * Miss Irene Leftwick, pianist, softly 


played “To a Wild Rose” during the 
ceremony. - 

Miss Margaret Stipe, her sister's 
maid of honor, entered first, wearing 
orchid georgette, offset with a flesh 
colored hat. She carried a bouquet 
of flesh colored roses. 

Little Miss Edna Stipe, sister of 
the bride, we flower girl. Her frock 
was of pink georgette, trimmed with 
taffeta ruffles and worn over white 
satin.. ‘She carried a basket of rose 
petals which she scattered in the path 
of the bride. 

Jewis Campbel, Jr.. wearing a white 
satin suit, carried the ring in a spray 
of roses on a white satin pillow. 

The Lovely Bride. 

‘The bride entered with her father, 
John Wesley Stipe, who gave her in 
marriage, and was mt at the altar 
by the groom and his best man, Ver- 


non Tupper, of Nashville, Tenn. She, 


was becomingly gowned in flesh geor- 
gette, fashioned with a long bodice 
and full ruffled skirt with a rhinestone 
buckle at the waist. She wore a flesh 
colored’ picture hat and carried a 
shower bouquet of bride’s roses and 
lilies of the valley. 

Following the ceremony a reception 
was held at the home of the bride’s 
parents. 

A color scheme of yellow and white 
was. used in the dining room. The 
lace covered table held a silver bas- 
ket of shasta daisies. encircled with 


PIMPLES AND BLOTCHES 


NO LONGER A PROBLEM! 


How to banish pimples, blotches and 
other “skin irritations is no longer a 
problem, even in stubborn cases of long 
standing. 

Go to your druggist, ask for Black 
and White Ointment, use it according 
to directions and a clear, smooth com- 
plexion will soon result. It is pleasant 
to use, highly beneficial and scientifical- 
ly safe. 

For best results use Black and White 
Skin Soap with Black and White Oint- 
ment. All dealers sell them at small cost. 


oes 


GRibbon. Takene cther. Bay 


° Fine (pi MOND 
Reliable. He New! 
SOLD BY DRUGGISTS BVERY WHERE 


A Body Builder for 
| — Pale, Delicate 
Children 


Grove’s 
Tasteless 
Chill Tohic 


FOR FIFTY YEARS 


Cuticura 
Soap and Ointment 


have afforded the purest, sweetest and most satis 
factory method of caring for the skin and hair. 


| 


silver candlesticks holding white ta- 


pers. 

Mrs. John Wesley Stipe, mother of 
the bride, wore flowered georgette with 
blue predominating, and a shoulder 
bouquet of pink roses and valley lilies. 

Assisting in entertaining were Migs 
Mildréd Stipe, Mrs. L. M. King, of 
Jonesboro: Mrs. W. UL. Hendry, of 
Perry, Fla.; Miss Katherine King and 
Mrs. George K. Christian. 

Miss Frances Stipe, who was gown- 
ed in yellow georgette, kept the bride's 
book. 

Following a motor trip to north 


Georgia, North Carolina and ‘Tennes- | 


see Mr. and Mrs. Tupper will be at 
home at an apartment on Juniper 
street, Atlanta. 


MEXICO OBSERVES 
DECLARATION DAY 


Mexico City, July 3.—(4)—While 
United States Ambassador Morrow 
was nearing Mexico City today of his 
return from a vacation in the United 
States, President Calles issued a 
Fourth of July good will message to 
Americans to be published in the 
newspaper Ey Universal's English 
language special Fourth of July edi- 


on. ? 

‘The foreigner who comes to live 
with us, to share what we enjoy and 
what we have to endure, to make his 
home here, to combine his interest 
with ours—this foreigner will find us 
welcoming him with open arms and 
calling him brother,” the declaration 
read, 

Mexico Friendly. 


“Mexico,” it continued, “wants the 
moste friendly and cordial relations 
with all the nations of the world. We 
want to have our international rela- 
tions established upon the basis of 
mutual respect. We want any con- 
flicts that arise to be solved by jus- 
tice alone. These are our ideals.” 

The American colony plans to cele- 
brate Independence day with an old- 
fashioned picnic, including merry-go- 
rounds, baseball and pink lemonade. 
Ambassador Morrow is expected to at- 
tend after he has held the formal re- 
ception to the diplomatic corps, which 
marks the return of all diplomats to 
their posts. 

Morrow Arrives. 

Dwight W. Morrow, his train 
guarded by 50 federal soldiers armed 
with machine guns, arrived here this 
evening from his vacation in the 
United States. The American ambassa- 
dor said he kad an uneventful trip. 

This train passed through Quere- 
taro, in the vicinity of which numer- 
ous attempts to wreck trains were 
made last week, and Mexican authori- 
ties took extraordinary precaution to 
insure the ambassador’s safe passage. 


PACIFIC RELATIONS 
COUNCIL GIVEN 
$40,000 IN CASH 


New York, July 3.—(4)—Gifts of 
$20,000 each from John D. Rocke 
feller, Jr., and the Carnegie endow- 
ment were announced today by Ed- 
ward G. Carter, acting treasurer of 
tue American Cvuunci: institure of 
Pacifie Relations. All but $50,000 of 
the $143,000 needed for the institute’s 
headquarters in Honolulu and the 
American council in this country for 
1928 has been subscribed. 

The next biennial conference of the 
institute has been set by Japan for 
October 25, 1929, when the topics of 
diseugsion will include Manchuria, 
China and the powers, the mechanism 
of the new diplomacy, industry and 
foreign investments, communications 
in the Pacific and the problems of 
population aud food supply. 

A preparatory study for the Ameri- 
can council is to be made by C. Walter 
Young, who has been in Manchuria for 
three years as a Willard straight fel- 
low. He is now lecturing 
Harvard university summer school and 
will go to George Washington unl- 
versity in Washington in August. 

Yusuke Tsurumi, liberal] party lead- 
ers in the Japanese diet and a mem- 
ber of the last two conferences in 
Honolulu, will visit the principal 
cities of the United States this fall. 
Charles K. Webster, of the British 
group and member of the second con- 
ference, is to Jecture at Harvard and 
Radcliffe college next winter. Jerome 
D. Greene, American council trea;- 
urer, returned today from’ South 
America. 
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TODAY IS THE GLORIOUS 
FOURTH! 


Dear Children: Planning to have a 
wonderful time on the Fourth? 

I’m wondering if you children are 
as excited over the Fourth as we used 
to be, when I was a child. We knew, 
as you do, that the Fourth celebrates 
our national independence, but the 
thing we appreciated most was the in- 
dependence to make all the noise we 
wanted. I suppose you do, too. 

Long in advance of the day we be- 
gan to save our pennies to buy little 
firecrackers, Johnnie firecrackers and 


other wonderful noise-producing things 
and glorious fireworks in the evening. 
It certainly was a thrilling day! 
You don’t have so many kinds of 
fireworks as we used to have, but 
don’t be sorry for that, because there 
used to be hundreds and hundreds of 
children who were terribly burned; 
some had their eyes put out, and 
some poor little kids never recovered. 
You can imagine what a terribly. sad 
day it was for many families. ; 
t was because of these awful acci- 
dents that finally laws had to be 
passed to stop the sale of several 
kinds of fireworks. However, there 
are new kinds now that we didnt 
have and you still have some that we 
had—nigger-chasers, spit-devils, etc. 
These are great fun and _ splendid 
noise-makers. But watch your little 
brothers and sisters to see that they 
don’t put’ these things into their 
mouths, won’t you? Because these are 
made of yellow phosphorous, which is 
very dangerous poison. In fact, you 
shouldn’t let these youngsters handle 
them. (Although the manufacturers 
of fireworks agreed not to manufac- 
ture these phosphorous crackers and 
jiggers, there is probably a large stock 
on hand which is being sold by store- 


keepers -who do not realize that they | 


are poisonous.) 

There is another noise-producing 
thing which is still allowed on the 
Fourth, which you have to be careful 
of, too, boys and girls. They also can 
he quite dangerous. If you do use 
them, be sufe you don’t shoot them 
near anyone, or near your own body, 
because if: youdo and a wad should 


‘be driven into the flesh, it is not only 


| 


extremely painful, but very serious. 
Now l’m going to give the older 
folks some precautions, in case acci- 
dents do happen. But you'll be as 
careful as you can, so they wont 
have to use them. 
j ” 7. 7 
Blank Cartridge Wounds. 
Remove all 
Leave the wound open, and, if neces- 
sary, have it opened further by a phy- 
sician, so the oxygen of the air (in 
which the lockjaw bacillus will not 
grow) will reach it. Pour in full 
strength of peroxide of hydrugen. This 
liberates oxygen. The antitetanie 
(lockjaw) serum should be given at 
once, -When this serum is given there 
need be no fear of death from lock- 


jaw. 
Cuts and Wounds. 
First, remove all particles of dirt 
that can be removed. Cleanse with 


boiled weter or pour in full strength | 
peroxide of hydrogen. Paint over with | 


half iodin and alcohol or mercuro- 
chrome or some other antiseptic, and 
put a sterile piece of gauze over the 
wound until a physician can be secn, 
if the wound is of any size. 
Antidote to “Spit Devils.” 

In case children put these phos- 
phorous fireworks and crackers in 
their mouths, give them liquid petro- 
latum (mineral oil), NOT any other 
kind of oil. (The liquid petrolatum 
is not absorbed and others are.) Call 
yuur doctor immediately. 

x - ” 


Tomorrow: Artificial Respiration. 


_Editor’s..Note: Dr. Peters cannot 
diagnose mor give personal advice. 
Your questions, if of general interest, 
will be answered in the column, in 
turn. Requests for articles must be 
accompanied by a fully self-addressed, 
stamped envelope and two cents in 
coin for each article to cover cost of 
printing and*handling. For the pam- 


phlet on reducing and gaining, ten\ 


cents in coin with fully s. a. s. 
must be inclosed. Address Dr. Peters 
in care The Atlanta Constitution. 


VALDOSTA BANKER 
ELECTED TO BOARD 
BY TOBACCO MEN 


Valdosta, Ga., July 3.—(Special.)— 
H. Y. Tillman, executive vice presi- 
dent of the Citizens and Southern Na- 
tional bank, has been elected a mem- 
ber of the board of governors of the 
American Tobacco association. 

Mr. Tillman attended the meeting at 
Qld Point Comfort, Va., last week, 
but left before the election of officers 
and received the information since re- 
turning to his home. 


TOBACCO CONCERNS 
BAR NEW MARKETS 


Valdosta, Ga., July 3.—(Special.)— 
Delegations of business men represent- 
ing Lakeland, Ga., and Madison, Fla., 
have returned from Old Point Com- 
fort, Va., where they attended the 
annual meeting of the American To- 
bacco association. 

These delegations went seeking buy- 
ers for tobacco markets they wished 
to establish for 1928, but failed to 
secure an agreement from the buying 
concerns. It was pointed out that the 
future policy will be to decrease mar- 
kets rather than add te the number. 

In the case of both Lakeland and 
Madison, it was pointed out. both were 
close to other well established com- 
petitive markets where growers could 
get better prices than on a small lo- 
ca: market. 


TENNESSEEAN BUYS 
FARM IN LOWNDES 


| _ Valdosta, Ga., July 3.—(Special.)—~ 

F. C. Ezell, of Paris, Tenn., has 
bought the W. T. Willis farm, located 
eight miles from Valdosta on the 
Quitman highway. 

The farm consists of one hundred 
and sixty-seven acres in Lowndes 
county and it is understood the pur- 
chase price was nround $10,000. Mr. 
Ezell will take possession as soon as 
the 1928 crops are gathered. The sale 
was made through M. A. Purdy. 


Move.Many Melons. 
Thomasville, Ga., July o.——(Spe- 
cial.)—Lumber and sawmill men are 
meeting with difficulties in finding 
yard space to load cars at the rail- 
road stations on the Georgia South- 
ern railway, in Thomas*county. Wa- 
termelon loading is in full progress, 
and side tracks at Barwick, Pavo 
and other loading points in the county 
are crowded, cars being putin by 
the scores. The outlook is for heavy 
shipments for the balance of this 
month, and favorable season has re- 
sulted in a fine grade of melons of 
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No. 169—Newly important. De- 
signed in sizes 16, 18, 20 years, 36, 
38, 40 and 42 inches bust measure. 
Size 36 requires 2 7-8 yards of 36- 
inch material with 2 3-4 yards of 
binding. | 

No. 986—Fetching Junior Frock. 
Designed in sizes 6, 8, 10, 12 and 14 
years. Size 8 requires 1 3-S yards 
of 40-inch material with 2 yards of 


binding. Emb. No. 11137 (blue) 15 
cents extra. 

No. 980—Good taste. Designed in 
sizes 16, 18, 20 years, 36, 38, 40 and 
42 inches bust measure. Size 36 re- 
quires 3 1-4 yards of 40-inch material 
with 2 1-2 yards of 2-inch lace. 

No. 821. Bloomer dress. Designed 
in sizes 6, 8, 10, 12 and 14 years. Size 
8 requires 2 7-8 yards of 36-inch ma- 
terial with 1-4 yard of 18-inch con- 
trasting. 


NETIC 
ew York, 


>, / 


975. 


No. 894—Smart and slender. De- 
signed in sizes 36, 38, 40, 42, 44 and 
46 inches bust measure. Size 36 re- 
quires 3 1-4 yards of 40-inch material 
with 1 1-2 yards of braid. 

No. 975—Unusual sports dress. De- 
signed in sizes 14, 16, 18, 20 years, 36, 
38 and 40 inches bust measure. Size 
36 requires 2 1-4 yards of 36-inch 
dark material with 2 1-8 yards of 36- 
inch light material, 

No. 795—For wee folks. Designed 
in sizes 2, 4 and 6 years. Size 4 
requires 2 3-8 yards of 40-inch mate- 
rial. 

Enclose 10 cents additional for copy 
of our Summer Fashion Magazine. 

All patterns 15 cents in stamps or 
coin (coin preferred). 

Send orders to Annette Fashion 
Dept., care The Constitution, Atlanta, 
Georgia. 
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BY THE DIAL TWISTER. : 
“The Viceroy,” a comic opera in three acts by Victor Herlert, will 


be presented during the’ Philco hour over WSB and the NBC system at 


7 o'clock tonight. 


Jessica Dragonette, 
e.| O’More, tenor, will be heard in the leading roles. 


pleasing soprano, and Colin 


The Viceroy of Sicily is in love with Beatrice, who, in turn, is be- 
loved by Tivolini, a smuggler chieftain, who happens to de 2 cousin of 


the viceroy. 


The viceroy has offered a large reward for the capture of 


Tivolini, who really is heir to the hrone, and by this reward he hopes to 


| remove his two-fold rival. 


How he fails and how the lovers 
win to happiness is sweetly told in 
Herbert’s music. Jessica, as usual, will 
have some pretty numbers to sing— 
and that will more than make the 
hour pleasing. en 


At 7:30 o'clock the Coodrich Sil- 


lvertown quartet and orchestra will 


come over WSB and the NBQ chain 
with yocal and instrumental number& 


many of which will be late popular’ 


hits and others the melodies we do 
not hear so often now, but dot noi 
forget. 

= = w at 

The closing NBC feature tonight 
will come at 8:30 o'clock when the 
comic opera “Pinafore” is broadcast 
over WSB. The grand opera season 
for the National Grand Opera ensem- 
ble closed last week, so toright we 
will have the first of a s2ries of 
light operas, 

The National Light Opera comnany 
will be eonducted by Mastero Cesare 
Sodero and will include Paula Hem- 
inghaus, John Oakley, George O’Brien, 
Rosalie Wolfe, Theodore Webb and 
Harvey Hindermeyer. 

“H. M. 8S. Pinafore” is one of the 
brighest of the famous “Savoy” op- 
eras of London. Gilbert and Sullivan 
‘make it something well worth listen 
ing to. The deck of a warshi», foreign 


l.nds and ple»ty of plot make this 
one of the most ---ular of the comic 
operas. 


TODAY'S RADIO PROGRAMS. 
(By The Associated Press. 
Programs in Central Standard time. Add 
one hour for Central daylight time. All 
time is P. M., unless otherwise indicated. 
Wavelengths on left of call letters, kilo- 
cycles on right, 
526—KYW Chicago—570—4:58, Uncle Bob; 
5:30, organ; 5:45, F. W. Wile; 6:30, Syl- 
vania Foresters: 7:00, Philco hour; 8:0, 
musical feature: 9:30, the Cavanaughs. 


389.4—W BBM Chicago—770—6:00. after 


FEATURE PROGRAMS 


ON AIR WEDNESDAY 


6:30—Venetian Nights; Songs 
of Vienna—WEAF, KOA, WRC. 
WGY, KSD. 

7 :00—Captivators; Popular and 
Semi-Classical Numbers—W OR, 
WADC, WAIU, WKRC, WGHLP, 
WMAQ, WOWO, KMOX, KMBU, 
KOIL, WSPD. 

Phileo Hour; “The Viceroy’— 
WJZ, KYW, KWK, WHAS, 
WFAA, KVOO, WOW, 
, woc, WCCO, WTMJ, 
KDKA, WJR, WREN, KOA, 
WSB, WMC, WSM, WOAIL. 

7 :30—Goodrich Hour; Orches- 
tra and Quartet—WEAF, WRU, 
WGY, WGR, WTAM, WwW4J., 
WSAI, WGN, KSD, WCCO, 
Wwoc, WHO, . WOW, WDAF, 
KVOO, WFAA, KPRC, WOAL, 
WHAS, WSM, WMC, WSB. 

S$ :00—Kolster Program; Opera 
in} Abridged Form—WOR, WADC, 
WAIU, WKRC, WGHP, WMAQ, 
WOWO, KMOX, KMBC, WSI’D. 

8 :30—National Light Opera; 
“Pinafore’-—-WEAF, WRC, WGR, 
WSAI, KSD, WOC, WHO, 
WHAS. 

9:30—Dance Music — WEAF, 
WHO, WOW. 


dinner music; 7:00, home dance hour: 8:00, 
easy chair variety: 9:00, After Theater club. 
365.5—-WEBH-WJJD Chicago—820 — 5:00, 
studio program; 6:00, feature; 7:00, chil- 
dren of Mooseheart; 8:00, studio program; 
8:15, studio features; popular. 
416.4—WGN-WLIB Chicago — 720 — 5:10, 
Unele Quin; dinner music: 6:00, old fash- 
ioned almanak: 6:30, chamber music: 7:00, 
Ipana Troubadours; 7:30, Goodrich hour; 
8:30, recital: 9:00. features and popular. 
344.6—WLS Chicago—870—5:10, Little 
Glenn and. features; 7:00, all state hour; 
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WSB PROGRAMS 


FOR WEDNESDAY 


10:00 a. m.—Correct time; 
homemakers’ chat, weather and 
market news. : 

11 :30 p.m.—Dinnerbell R. F. D., 
club program from the Sears-Roe- 
buck tower. 

12 :30 p. m.—Georgia State Col- 
lege of Agriculture program. 

1 p. m.—University of Georgia 


program. : 

1:30 p.m.—Columbia Kolster pro- 
gram, 

2:30 p. m.—Correct time, mar- 
ket reports. 

3:30 p. m.—Baseball details. 

6:00 p. m.—Vick Myers’ orches- 
tra. 

§ :30 p. m.—Biltmore concert or- 
chestra. 

7: p. m.—Philco operetta, 
NBCU network feature. 

ie m.—Dhilco operetta, 
orchestra atid quartet, NBC net- 
work feature. 

8:30 p. m.—Grand opera, NBC 
network feature. 

9:30 p. m.—Program sponsored 
by Miss Margaret Hecht. 

0:45 p. m.—Biltmore Peerless 
Entertainers. 


8:00, .choral music; 
9:00, forgotten operas; 
gram. 


447.5—WMAQ-WQJ 


8:30, band ensemble; 
8:20, popular pro- 


Chicago—670 — 4:15, 
Topsy Turvy; orchestras; 7:00, WOR pro- 
grams; 8:30, concert orchestra; 8:15, Dr. 
Smith; orchestra; 10:00, dance (2 hours.) 


428.3—WLW Cincinnati—7T00—6:35, farm 
talk: mail bag: 7:00, Cossacks; entertain- 
ers; 8:30, Professor Kyrock; 9:00, variety 
hour; 9:30. dance music (24 hours.) 
361.2—WSAI Cincinnati—830—6:350, _re- 
corded program; 7:00, Ipana Troubadours; 
7:30, Goodrich hour; 8:30, national light 
opera; 9:30, dance music. 

300.8—WTAM Cleveland—750—6:30, studio 
program; 7:00, Ipana Troubadours: 7:30, 
Goodrich hour: 8:30, summer eivie concert; 
9:30, theatrical hour: 10:30, memories gar- 
den, 

374.8—WOC Davenport—800—5:45, F. W. 
Wile: 7:00, Philco program; 7:30. Geodrich 
hour: 8:30, national light opera; 9:30. musi- 
cal progran:; 10:00, dance music. 

535.4— WHO Des Moines—300—5:45,. F. 
W. Wile: 6:00, Little Symphony: 17:00, 
Phileo program: 7:30, Goodrich hour; 8:30. 
national light opera; ¥:50, dante music. 

440.9—WCX-WJR Detroit—680—6:00, _ or- 
ehestra: Puritan Twins: 6:30, Pickards: 
Heck and Mack: 7:00, Philco hour; 8:00, 
health builders; 8:30, dance music. 

352.7—WWJ Detroit—850—6:30, Gypsy 
Barans; 7:00, Ipana Troubadours; 7:30, Good- 
rich hour; 8:30, light opera; 9:30, organ. 

“2 9—WOWO Fort Wayne—1310—6:00, 
ensemble: 6:30, Wayne program; 7:60, WOR 
program; 9:00, Chorders. 

370.2—-WDAF # Kansas 
school of the air: 6:00, enscmble; sextet, 
7:00, studio; Goodrich hour; 8:30, lke and 
Mike: 9:30, orchestra; 11:45, Nighthawks. 

°93.9—WTMJ Milwatkee—1020—6:00, or- 
gan; trio; 7:00, Phileo program; 8:00, com- 
munity program; 9:00, string music; 10:00, 
yoval; 10:30, dance music. 

405..— WCCO Minneapolis-St. Paul—740— 
6:30, dinner concert; 7:00, Philco program, 
7:30, Goodrich. hour: 8:30, musical program: 
9:30, singers; 10:30, dance, organ. 

508.2—WOW Omaha—590—5:45, Frederick 
W. Wile; 6:30, orchestra; 7:00, Philco pro- 
gram: 7:30, Goodrich hour; 8:30, national 
light opera; 0:00, studio program. 

545.1—KSD St. Louis—550—5:30, dance; 
6:00, quartet; 6:30, \Yenetian Nights; 7:00, 
studio program: 7:30, Goodrich hour; 8:30, 
national light opera. 

348.6.—KVOO ‘Tulsa—S860—7:00, Phileo 
hour: 7:30, Goodrich hour; 9:00, guitars; 
9:30, symphony quartet; 10:00, Junior 
Chamber of Commerce. 

EASTERN. ~ 
491.5-—-WEAF New York—610—6:30, Vene- 
tian Nights: 7:00, Ipana Troubadours; 7:50, 
Goodrich hour; 8:30, National Light opera; 
9:30, dance music. 

454.83—WJZ New York—660—5:45, 
eric W., Wile; 7:00, Philco hour; 
orchestra: 8:30, Wayside Inn; 9:00, 
ber music. 

422.3—WOR Newark—710—6:30, Mabel- 
anna Corby program; 7:00, Captivators; 
8:00, Kolster program; 8:30, Dreams and 
Visions; 9:05, dance, witching hour. 

302.83—WGR = Buffalo—990—7:00, Ipana 
Troubadours: 7:30, Goodrich hour. 

315.6—KDKA Pittsburgh—950—9:00, Hap- 
piness program; 9:30, power period. 

379.5—WGY Schenectady — 790 — 7:00, 
Inrange Troubadours. 7:30 Goodrich hour; 
8:30, National Light Opera. 

468.5—WRC Washington—640—8:30, Na- 
tional Grand Opera; 9:30, slumber music. 

80 


City —810—5 :30, 


slum- 


N, 

°43.8—WDOD Chattanooga—1230 — 7:00, 
stors.period; 7:30, ensemble; 8:00, barn 
dance. 
Crier; 7:30, baritone; 9%;00, musical pro- 
ram. 
“ 545.1—WFAA Dallas—550—5:45, Frederic 
W. Wile; 7:00, Phileo program; 7:30, Good- 
rich hour. 

499.7—WBAP Fort Worth—0600—6:15, or- 
chestra; 7:00, Philco hour; 8:00, features. 
499.7—KTHS Hot Springs—660—9:00, con- 
cert: 10:00, Mrs. Thomas Avery; 10:30, 


orchestra. 
293.9—KPRC Houston—1020—7:00, NBCU 
programs; 9:30, studio concert, 
322.4—WHAS Louisville—0930—4:00,  stu- 
dio music; 7:00, Philco program; 7:30, Good- 
rich hour; 8:30, National Light Opera. 
516.9—-WMC Memphis—580—5:30, dance; 
7:00, Phileo program; 7:30, Goodrich hour. 
336.9—WSM Nashville—890—6:00, organ; 
6:30, dinner concert: 7:00, Philco program. 
Goodrich hour; 8:00, dinner concert; 9:00, 
organ: 9:30, minstrel men, studio. 
296.9—WSMB New Orleans—1010—8:30, 
two hour concert. 
280.2—-WOAI San Antonio—1070—6:30, 
dinner program; 7:00, Phileo feature; 7:30, 
Goodrich hour; 9:30. Utah program. 
WESTERN. 


325.9—KOA Denver—920—7 :00, Philco 
hour: 8:00, orchestras; 9:00, variety; 9:30, 
Fourth of July; 10:30, KOA orchestra. 

468.5—KFI Los Angeles—604—8:00, quar- 
tet, studio, ballads: 10:00, Motormates, mu- 
sical program; 11:00, Goodrich hour; 12:00, 
dance music. 

336.9—K NX Los Angeles— 890 —9:00, 
Playgoers club; 9:30, feature: 100:00, Air- 
dales: 10:30, feature and dance. 

884.4—KGO . Oakland—780—0:00, Agricul- 
ture program. quintet: 10:00, Motormates, 
Nite club; Goodrich hour; 12:00, 
dance music. 

491.5—KGW Portland—610—9:00. concert. 
talks: 10:0. Motormates: 10:20, Nite Club. 

422.32—KPO San Francisco — 710 — 8:00, 


461.83—KRLD Dallas—610—7:00, Ye Towne 
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BY THORNTON W. BURGESS. 
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V.ho hesitates finds to his cost 
That often he his chance has lest. 
-~Whitetail the Marsh Hawk. 


Whitetail was out of sorts. It had 

n a bady day for Whitetail the 
Marsh Hawk. For the matter of that. 
it had been a bad day for a lot of 
folk. The nerves of all the little peo- 
ple of the Green Meadow were very 
jumpy. You see, all day* long there 


had been a dreadful banging, like the | 


noise of terrible guns. Of course, the 
furred folk and the feathered folk 
didn’t know anything about the Fourth 
of July. They didn’t know that all 
that banging meant nothing but 
noise. 

To be sure, that noise had been 
eonfined mostly to the homes of those 
two-legged creatures called men. That 
had helped a little. Nevertheless, it 
had made everybody uneasy and it 
spoiled the appetites of most of them. 
So Whitetail the Marsh awk was 
quite out of sorts by the later after- 
noon. He had had little to eat and 
now he was hungry. So he bad sailed 
back and forth across the Green Mea- 
dows, looking for Meadow Mice and 
having no luck at all. And then, in 
the distance he had seen something 
move. It was 'way over by the home 
of one of Johnny Chuck’s children, 
not very far from the Old Pasture. 
Like all members of his family, 
Whitetail has wonderful eyes. 

“I wonder if there can be some 
baby Chucks over there,” thought he. 
“I guess I'll go over there and pave 
a look.” 


So Whitetail turned in that diree- | 


tion. He saw at once that there was 
a Chuck sitting on the doorstep of bis 
home. but he was too big a Chuck 
for Whitetail to consider trying to 
catch. That Chuck could fight. Yes, 
sir, that Chuck could fight. But 
Whitetail kept right on in that direc- 
tion, for he hoped there might be 
some little Chucks around. 


Then he saw something 
bounding -along through the grass. 
Whitetail blinked three times. He 
would have liked to rub his eyes if 
he could, but, of course, he couldn't 
do that. 

“That looks like a young Rabbit,” 
he muttered, “a half-grown young 
Rabbit. But it can’t be. Whoever 
heard of a white Rabbit running 
arvund on the Green Meadows? Peter 
Rabit’s children are all brown. But 
ye certainly looks like a white rab- 

it.’ 


Whitetail swung up a little higher 
in the sky, so that he could look right 
down for a better view. “As I live, it 
it!’ he muttered. “It is & young Rab- 
bit and he certainly is all white. Now, 
who ever heard of such a thing?” 

Whitetail was so interested in his 
discovery that he had quite forgotten 
he was out hunting. By the time he 
did remember it. that youag Rabbit 
was almost to the edge of the Old 
Pasture. 

“White or not. he ought to be good 
eating,” muttered Whitetail, and shot 
forward. 


Now, Whiter, the young Rabbit, had 
discovered Whitetail the Marsh 
Hawk. He had seen Whitetail skim- 
ming over the Green Meadows around 
the dear Old Briar-patch, and his 
mother had warned him that this was 
one of the great birds to be afraid of. 
So now Whitey was making those 
legs of his go just as fast as he knew 
how. lLipperty-lipperty-lip, lipperty- 
lipperty-lip, he ran, and his eyes were 
rolled back and up to watch White- 
tail. He saw Whitetail suddenly 
shoot forward. He saw those great 
claws of Whitetail. They seemed to 
he reaching for him. Without know- 
ing just why he did it, Whitey dodged, 
as only a Rabbit can. Whitetail just 
missed him. Whitetail checked him- 


white 


ST «CO 
HILDRENS STORIES} | 


self with those great wings of his 
and turned with surprising quickness. 
But he was not quick enough. Whitey 


rT « 


“tnat looks like a young rabbit,” he 
muttered. 


had just dived under the fence into 
a bramble-tangle in the Old Pasture. 
There, panting fer breath, he gazed 
up into the fierce, hungry eyes of 
Whitetail the Marsh Hawk. 

“I'll get you next time,” said White- 
tail. and flew away. 

“You'll never get the chance,” mut- 
tered Whitey the young Rabbit. 
(Copyright, 1928, for The Covustitution.) 


The next story: 
Brother.” 


“Whitey Meets a 


TOLEDO, A Summer Resort 


Toledo, located on Lake Erie, is rap- 
idly becoming a fine summer resort 
with its many parks, golf courses, 
bathing beaches, racing, polo, fishing 
and yachting and an average normal 
summer temperature of 71 degrees 
which makes it a perfect climate. 
For further particulars, write to 
Hotel Plaza, Toledo, Ohio. Rates for 
single: rooms, European plan, $2.00 
and up, suites $4.00 and up.—(adv.) 
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PEABODY **xc"™ 


The Leading Endowed Musical 
Conservatory in the Country. 
Scholarships. Diplomas, Teach- 
ers’ Certificates and Academie 
Degrees awarded. Tuition itn 
all grades and branches. Circulars maliled, 


SOUTHERNERS 
IN NEW YORK CITY 


Find Le Marquis 
‘deal in Jocation 
(justoff bright Fitch 
Avenue), appoint- 
ments and cates; 
American Plan trom 
$4.50 a day, Euro- 
pean Plan from 
$2.50. Special rates 
to partics and by 
week or month. 
Write for booklet 
and midtown map. 


HOTEL 
12 East 31st St. (etedonra 1330 
New York City 


Under Knott Managemewt 


Wolverines: 9:00. Mvrrol hour: 10:00, NBC 
program, violin: 11:00, NBO program, dance. 

348. 6=KIK Seattle—S60—8:00, dance, din- 
ner concert; 9:30, ensemble, string trio; 
11:00, writing contest: 12:00, dance musie. 

379.2—KHQ Spokane—810—8:00, concert 
orchestra: 10:00, Miners, Nite Cluh: 11:00. 
Goodrich hour; 12:00, Joy .Boys, Trocader- 
ans. 


| ATLANTIC CITY.N.J. 
Established for sixty years. 
On Ocean and Boardwalk 


New fireproof building. Thoroughly modern 


Capacity 820 Gar 
on Weber J. Busby, Inc. vee 


CLIFF 
HOUSE 


Tallulah Falls, Ga. 


You will enjoy a visit to this 
famous old mountain resort. 
Excellent fares and service. Was- 
ter sports, tennis, dancing. Very 
reasonable rates. 


J. E. HARVEY, Prop. 


Blue Ridge 


WOODL*"\ND LODGE 


CLAYTON, GA. 


A delightful summer resort in the midst of the 


FRANK A. SMITH, Mgr. 


Mountains. 
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Henry A, Rost 
General Manager 
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The PLAZA, New York 

Fred St John D Owen 
Puides’ Manager 
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Arthur L. Race 
Managing Director Boston 
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Ftotels of “Distinction 
Fifth Avenue at Centrat Park, New York 
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Will Be Closed 
All Day 


large size. 


Tampa and steamer)............... (Good 19 days) 
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SIMILAR FAR Ril ae eee POINTS Becomes Archdeacon. 


THROUGH SLEEPING CARS—COACHES Waycross. Ga., July. 3.—(Special.) 
MAKE RESERVATIONS NOW! | date on which, the Ber 'C. 0.3 


S U T H E R N R Al [ ry A Y Carpenter, recté? of Grace Episcopal 


church here, will assume his duties 
| Os Sean Office, 48 N. Broad St. Phones WA. 1961-1962 


43.75 Unrivalled as to location. Distin- 


guished throughout the World for 
their appointments and service, 


cese of Georgia. He will not resign | 
his church here but will be assigned 
an assistant, Lieyd W, Clark, of 
lowa, ; 


as archdeacon of the Episcopal dio- ; 
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THE GUMPS—HOW WILL YOU HAVE YOUR EGGS? 


You YALK LIKE AN ADVANCE AGENT — 
E BEST CROP OF PERFORMERS THE | 
SYAGE EVER KNEW HAVE ALL PASSED ON-| 
BOOTH AND MANSFIELD — J.W.KELLY- 
TONY PASTOR— JOE JEFFERSON -JENNY LIND- 


WAIT A MINUTE — IF YOU THINK 
AX JOLSON=— JOHN BARRYMORE - 
PAULINE LORD — FANNY BRICE — 

VAN AND SCHENK AND ELSIE JANIS 
ARE CROWS —- YOu'LL STARVE ‘TO 


ey Oe Ee om cor ors 
By WINIFRED BOGGS THE FIFTH ROW= You COME 
WITH ME ‘TONIGHT— AND 


. . >" >" o , 
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SYNOPSIS. j 
The you Elizabeth is the adored daugh- 
ter of T and Elizabeth Darcy. When 
she is four years old she runs away from 
home to avoid punishment for getting into 
michief. She is brought home promptly by 
a neighbor. 

At 12 Elizabeth runs away agains, this 
time from school and to the home of her 
Aunt Bolly in London. Dolly, who is al- 
most as flighty as the young Elizabeth, 
sympaghizes with her niece, much _to the 
irritation of her stepson. Stephen Whitby. 


INSTALLMENT III. 
THE MAD WHIRL. 


At this period Tim Darcy died and 
a year later his broken-hearted widow 
followed him, so that now the way 
was clear for Dolly, herself a widow, 


to realize her desire and have the | 


young BPlizabeth all for herself. 

For the moment the child was dazed, 
given over to an agony of grief, but 
she was too young to suffer long, too 
gay to suffer very much; the mood 
would pass. She and Elizabeth would 
live in the new flat all by themselves 
with two good servants and have the 
time of their lives. 

Stephen lived in gray rooms in a 


gray street, to be near the office where 
he spent laborious, anxious days, and 


sometimes if the truth must be known 
—laborious nights. They would not 


be bothered with Stephen, thank good- 
ness! His part was to make money 
for them to spend and keep out of the 
way. Surely an ideal arrangement for 
all concerned. 
“He’s too mean for words, com- 
plained aunt to niece. “You should 
see the awful place he lives in! Quite 
sordid. And the difficulty I have to 
get the quarter’s money from him. 
me hdd 


This was only half the truth. The 
difficulty was to get the quarters 
money in advance. The other was al- 
ways paid to the day, though even 
Stephen wondered how he did it see- 
ing the state thing now were In. Mr. 
Whitby had died a comparatively poor 
man, and the once prosperous business 
had suffered many reverses and stood 
on shifting sand. Dying and dis- 
jllusioned the old man had made a 
brief and rather hasty will. He left 
the business to Stephen, but out of 
the proceeds Stephen was to “use his 
best endeavors” to pay to Dolly dur- 
ing the term of her widowhood the | 
sum of 200 pounds sterling per quar- 
ter income tax free. The house and 
its contents were left outright to 
Dolly, while the interest of the share 
certificates, value about 4.000 pounds 
sterling, was still to go to her. The 
shares had been paid into her bank 
on her wedding day and could remain 
there. After her death they were to 
go to Stephen. Consequently Dolly, 
who had frittered away as much, now 
had a thousand a year for all ex- 
pensés, and imagined she would still 
be able to carry on at much the same 
rate! She had never kept accounts, 


'by the prompter could be distinctly 
| heard by everybody in the audience. 


realized the spending value of money, 
and was no good at figures. At the, 
same time, she had a certain shrewd- | 
ness common to such women where | 
their own interests are concerned. ) 

During her husband's lifetime she | 
had insisted on the too large, expen- | 
sive house, the too large staff of serv- | 
ants, but the moment she was free | 
to do so, she disposed of the lot, took 
a dainty little flat in Kensington and | 
prepared to have the time of her life. | 

“4 thousand a year besides all I 
got at the sale,” she explained to Eliz- | 
abeth, “and no men to feed or any- | 
thing. Men eat such a lot.” ) 

“Thank goodness we shan’t see any- | 
thing of Stephen,” was all Elizabeth | 
said. “He gets worse every time [ | 
see him. A thousand a year! It , 
sounds an awful lot. Dad never had | 
as much as that. What fun we'll | 
have, won't we?” 

They went abroad, spending money 
like water. They got tired of the 
Kensington flat and took another in 
Brighton, and motored and danced 
and ran backwards and forwards mi«- 


of a demi-mondaine, and known that 


hate wasting one evening. 


‘ought to be in the schoolroom ! As 


than before, worrying about the war, 
and the business left to an old man 
to manage as best he could, and this 
and that. 

“Just making worries!” said his 
stepmother indignantly, ‘‘when it’s our 
duty to be cheerful and cheer up ev- 
erybody, and give them a good time 
when they're on: leave.” 

In which respect it must be owned 
the-two ladies did their duty—and 
more. Never had there been so many 
dances, so many shows, so much fun 
generally—or the need for so many 
pretty things to cheer up the poor 
dears. Just a mad hectic whirl and 
the young Flizabeth barely 16, whirl- 


ing madly with the rest, indulged, flat- |= 


tered, and utterly spoilt. 


Countless were the acquaintances 
she made; no sooner come but they 
were gone; scarcely gone away ere 
they were forgotten. Why worry? 
There were always others, a countless 
stream pouring on and on... 


It was during this time she came 
across Mark Lennox. Oddly enough 
the brilliant Mark was a friend of 
the sober Stephen, perhaps his cleest 
friend during a war where men got 
to know each other quickly and com- 
pletely, and what friendship could suf- 
fer and still survive. 

When Dolly found out that Ste- 
phen promised to try to get him to 
come to one of her own special pro- 
ductions. The thing had, of course, 
been got up for the benefit of wound- 
ed soldiers. What a multitude of 


YLL SHOW You YHE GREATEST 
BUNCH OF PERFORMERS ‘THAT 
‘EVER WALKED ON A SYAGE— 
+ SINGERS — DANCING 


COMEDIANS - EVERY ONE 
A SENSATION — 


A FLOCK OF CROWS 
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SARAH BERN HARDT— AND A THOUSAND / 
OTHER STARS HAVE PASSED ON AND YO 
COMPARE YHE STARS OF TODAY WITH THE 
STARS OF BYGONE DAYS 1S _ LIKE MISTAKING 


FOR A FLOCK OF EAGLES~ 
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DEATH IF You EVER OPEN A BIRD STOR 
COME YO LIFE — WAKE uP! ~ 

TAKE A, LOOK AT THE CALENDAR} 
DON'T SPEND ALL YouR rime /% 


WRITING cz 


EPITAPHS~) 
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MOON MULLINS—PEE-PIE—ZIGGY’S IT> 


I TELL YOu 
THERE 1S, EMMY a 
tT REMEMBER GRANDPAW* 
USED “TO HIDE IN IT FROM 
THE SHERIFF- AND 


ZIGFIELD - ILL BET MY SHIRT THAT 


sins were covered by this cloak! It 


is. to be feared that the heroes were | 


not always so entertained as was sup- | 
posed, and even possibly entertained | 


in quite a different sense of the word. | 
Still, there are a great number of | 


people who as long as you laugh are | 
perfectly satisfied, never pausing to 
ask themselves are you laghing with | 
or at them. I was indeed at this very 
production that one typical. All mut- 
tered to a typical Bert: 

“What I see is, give me the ‘Uns— | 
or- even the sergean major!” 

Dolly’s friend had written the play | 
herself with a vieW to playing heroine | 
—a fascinating, beautiful young vamp 
with a past—being herself stocky and | 
stolid. As she had never written any- 
thing before, or acted since a school | 
play, she never doubted making a 


i great sensation, as indeed she did, for | 


when she was not bumping into char- 
acters trying to exit, she was collid- 
ing with others attempting an en- 
trance. At the same time, it is only 
fair to add that every world uttered 


It was here, that the young Eliza- 
beth. who had never acted either, made 
her debut and paved the success of the 
evening. Being literally a schoolgir] 
in years she had of course set her 
heart upon the “fast” young merried 
‘woman vamp with an awful past, 
and when to her angry dismay she 
found herself fobbed off with the part 
of a sulky, disagreeable. and rude 
schoolgirl, -she was naturally furious 
and would have refused to appear at 
all had she not been allowed to attire 


Mark Lennox had promised to come. 
It had been easier to get him it turn- 
el] out, than to make Stephen ask 
him. “Why should I? He will be 
bored stiff.” said Stephen, “And he’s 
only got three days leave. He will 
think why you want him so a — 
“For Elizabeth,’ said Elizabeth’s 
aunt, 
“Elizabeth is far too young for that 
sort of thing,” said Stephen angrily. 
a girl is never too young to be- 
sin, retorated Mrs. Whitby. . “She 
must marry well. Mark Lennox is a 
well-connected young man with a eca- 
is cut out for the wife of a celebrity.” 
Stephen bit his lip. “Sixteen! She 


for marrying—I never heard of such 
a thing!” : 
“Really, Stephen, you. are too ab- 


surd, the moment I talk about Eliza- | 


IF WE COULD JUST LOCATE 
iT AND SHOW THE COPS 
WHERE IT is AT, THEY 
WOULDN'T HAVE TO WASTE 
NO MORE ‘TIME AROUND 
HERE LOOKING FOR OUR 
FRIEND MULLINS. 


YOU'RE 
BUG HOUSE! 
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THINK OF IT - THING 
Get DIVIDED UP K.O 
A LITTLE WORK 
AN’ THEN SOME 
PLAY — WoRK 
AAAKES ‘TOU 
APPRECIATE § 
A HOLIDA,T -§ 
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beth’s natural destiny you fly into a'| 
rage and make objections. Anyone | 
would think—” she broke off. : | 

What would anybody think?” de- | 
manded Stephen furiously. 


ing the most of their two worlds, went 
to theaters and this and that, and al- 
ways they shopped and shopped and 
had the bills sent on. Even the care- 
less Dolly was a little startled some- | 
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ALL READY. Now } mares Sa <9: + Sills 

“Nothing | , oe Ol WAS MISTAKEN WHEN 

times at the amount the biil COMES | Very ‘ a But you make things READY AND 1 SAID THERE WAS 

to when the time arrived that the Masi ct ih - + + always going | WATTIAI G. MOTHING AHEAD OF US 

shop people would wait no longer, | 04 itis : izabeth the way you do : BZ. BUT A FINE DAV! 

still there was always the bank; she | ,,, Pa tect 9 because after all, ; . Ay 
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Chicago, July 3.—(7)—Faced 
‘pause in European demand, together 
with reports of harvest progress in 
Nebraska as well gs Kansas, wheat 
values here averaged lower today. Rus- 
sia appeared to have stopped buying, 
for at least the time being. 

Closing prices on wheat were ir- 
regular 3-4c net lower to 3-8c ad- 
vance. Corn finished 1-2c to 2 1-2c 
up, oats at 1-8¢ off to 3- ‘Se gain, and 
provisions varying from 2c decline to 
a rise of 20c. 

Liverpool Lower. 

Liverpool quotations, much lower 
than looked for, drew particular no- 
tice to the fact that export business 
today in wheat from North America 
amounted to only about 250,000 busb- 
els. On the other hand, one foreign 
_estimate placed Russian wheat pur- 
chases in Europe so far at 7,400,000 
bushels, and cables were received ex- 
pressing belief that Russian buying of 
wheat would shortly be resumed, 
Meanwhile, advices were current, tell- 
ing of favorable weather for the do- 
mestic harvest of winter wheat and 
also for promoting the growth of the 
spring crop. 

Cutting Starts. 

Cutting of wheat in Nebraska was 
reported as already in full blast south 
and west of Lincoln, with promise of 
becoming general within a few days. 
Further north, the spring crop in 
South Dakota from Yankton to Mitch- 
ell was described by a leading expert 
as giving indications of a fair yield, 
and apparently would soon be out of 
danger. 

Latest figures, too, on expected 
wheat production this season in the 
Canadian prairie provinees were 455,- 
000,000 bushels, against 413,000,000 
bushelg last year. Under such circum- 
stances the market lacked rallying 
power except late buying of July for 
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Mid Con Pet 64s 40 ve86 : 5 : Nor States Pow 6s B Sine Pipe Tines Chin Gov Ry : Tokyo City “4a "61 ny" | Pe . » pa ~ege ’ 
Midvele Stl evt 5s .... 99% 9 Nor States Pow 5s A So Rell T&T Chris (Oslo) 68 Js Tokro City Sa "S2 ...... some irregularity during the day 
MER&L lst 5s BSl ... Ty ¢ 5 Ore Sh Line rfg 4s .. Ro Col Pov Colombia 6s ‘at Tokyo Fl Lt Ge = ‘ prices eased again-in later trading. 
+ ay ge Gd a 1 1 Ore Wash RR & N 4s.. Son Pac Colombia Ga “8-61 Tokyo El Lt 6s °2R .... : ; ie Failure of low private condition and 
MSP&SSM 1 ‘oe gees oh moe Fae sma 4 lg ~ Ay Bip MET Trondhiem Sia a7 ..-. =e crop figures to have a more stimulat- 
SPé st con 48 .. | Pac G & El ! Colom Mtge Bk 7s ‘46 .. Tyrol Hy F! Pow 74s 15m Prop Ts Ss tO i = 
MK&T new pl 5s Pac P & L Ist rfg 5s.. Nitteawa El Pow fe ona 9 ing influence on demand and forecasts 
Chi Un Sta 638 C MK&T adj 5s A Pac T&T rig 5s '52.. 9 
Chi Un Sta Sa f..... MK&T pl 4s B PanAmP&Tr 6s 1934 
Chi Un Sta fs °44 .. 9°} 9 Mo Pac is F 77 Para Fam Lasky 6s 
Ch & W Ind hjs ’62 .. : ; 6 Mo Pae rfg 58 65 A Park Lex 64s .. 
Ch & West Ind Mo Pac gen 4s Penn Dix 6s A ae 
Chile Con Mob & Ch 44s 77 Penn Oh & Det 4is 

Mont Pow 5s j Penn 
Montreal Tr col ; Penn 
Morris & Co Ist ts Penn 
— & Essex Sis .... Penn 
Nash Chat&StL 4s Penn R R con 
Nat Dairy pr 5s { ie: Penn R R gen 4is "e 
Nt Ry Mex 4s 77 asd.. ¢ : 1 Peoria & Ea Ist 4s .. 833 88} 88} 
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Cash Grain. 


St. Louis, July 3.—Cash wheat: No. 2 
hard $1.44@1.47; No. 3 new hard $1. 42. 

Corn: Ne. 1 yellow $1.07$@1.08; No. 3 
yellow $1.04}; No. 2 white $1.07. 

Close: Wheat: September hard $1.40} 
asked; December, hard $1.44} bid. Corn: 
September 85dec bid. 
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speculative previous sellers. 
ings Scarce. 
Scarcity corn offerings, July de- 
. . . = + . S > ) } p oe ‘ 
livery in particular, gave much oer Rs gen 4s esearch — a B Tm Wnert Hy El 7s.. 99$ 04 Oo Some Trade Buying. 
strength at times today to the corn A Ree . =3 Urngnay 6s *60 . ee, ‘ ;' . 
: St OIL N J deb 5 Deutsche Bk 68 ‘32 .. § : : °T Yokohama (Ca 1 ORE ORI Some trade buying and eovering was 
market. December corn, however, was St Oil NY 448 °5 Dom Rep sf Sis “42 .. 999 99) | Total sales $10.031.000, previous day $9.- | reported ou a scale down, but the low- 
responsive to excellent weather and Stevens Hotel Gse M8? § Dresd sf is recta “4.. 241.000, week ago $12,048,000. year "AO! ast prices of the day were reached in 
crop reports. Oats trade was quiet, Tenn El Pow rfe ee 33 108 «#1064 Duke Price Pow 6s . £2.472.000 From January 1 to date $1.711.- lata : \ ppt i! . reachet 
d the range of prices narrow. Texark Ft Sm 53s A... t 144 1O44 D E Ind sfg Gs ‘62. 103% 10: : 150,000, same year oe &1.844,758,000, same | 22° trading when July anil December 
an 4 » oe Tex & Pac 5a BR '77 1014 1014 1013 D E Ind 6s °47 102 “; 4. two yenre ago &1.696.898,009. sold at 23.82, the general list showing 
For the most part, provinces were net losses of about 46 to 50 points 
slightly easier, Hog values today were Closing quotations were within a oint 
the highest of the year, but this cir- H | ee ee oer oe caneiiens 
cumstance was offset by the er Two more private erop reports were - 
get ver ype’ ae visi as New York, July 3.—Following is the of-, Sales (In Hundreds) High. Low.Close issued, one making the condition 4.1, 
cago warehouses stocks Of provisi0 , ' : : ; ' — — (In Hundreds) High.Low.Close. , Sales (In Hundreds) High.Low.Close. | the increase in acreage 7 per cent and 
ono-a ficial list of traneactions on the New York 40 Freshman rts ‘ 2 « Koppers G & UC 58 °47 ¥94 90} 994 » ‘ear P : sg 
Curb market giving all stocks and bonds Galena Signal Oil ° ; Andian Nat 6s "40 ww 96 96 6 | the indicated yield 12,526,000 bales. 
RTS (If GRAIN traded: a Galene Sig pf oid i... 8 3 ancl a Oses oints: Laclede Gas ois, ‘85, ee 3 101 Aatlogais i BL as > ne ~ The other placed the condition at 67, 
Sales (in Hundreds) fligh. Low. Last. S SGICRa 1G PE BW u.cess | 9 ehigh PS 6s 2026 106 See \O8 GR 6S Os. weet the increase in acreage at 6.19 per 
70 G 5 ; ea ‘ 4 ° a § "dS e* ; v¢ ‘ 
Adams Millis ' ) 19 Gen Bak ll | ts a. ee Pow Ojs "31 ; Berlin El Gis '29 .... 100 100 100 cent and the indicated erop at 12,916,- 
yo We a — Gen Pub Ser .... 22% 2: er Y 5 Mass Gas 5}s °46 .,.. eens, Site Po + Re 1054 ron eat 000 bales. 
ero Sup Gibson Oil k oun Ss O Ose tg e } Metro Edis 438 ’68 .. Sueh Aires Prov 738 ‘47 102) 1023 Tw2 Port receipts today 10,120. Unite 
Allied Packers Gilbert © eee ° i Midwest Gas 7s "36 ... Cate tee: 5S SS Lue oe \eeeras States ' stock ® 1? = 2 > bat . 
Allison Drug A ... Glen Alden ; Milw Gas & El 44s '67 Com Privar Bk5js ’37. % ; 148 port stor 0; aestded ea gt 
Alpha Port Cement Gobel Adolf A 9: ” a =. " Montreal L & P 5s ’51 Cuban Tel 7js ‘41 .... 6,148, making 7,507,704 so far this 
Cont Oilfields Gold Seal Elic Co ..., 7 8 New York, July 3.—(?)—Action; Renewed activity developed in the Morris & Co Tis '30 .. Cubana Comp 6s 20.. { ¥7 | season 
Cyn B ....: Golden Center Min .... 9 9 9g] buying developed on the curb market | ytipity group, United Licht aca P Narragansett 58 ’57 ... eee gee See ee ee . 
her Ba Gt Atl & Fee lst pf... 11 172 | after a dull opening today in response “ys eo apr ee ee re gt ld ry 2026 Ronak, Sut Gia an’. oan TRADING CHECKED 
’ cece é ¥é - , ” eee v1 ia +s 4 ‘ 
Washington, July 3—(—Grain| 20 Am & Fen Pow war .. Happiness Cndy Inc’.:. 6} 64 6} | {0 ® drop in the call money rate to|¢F A gaining 11-2 points under heavy| ") xe Con Cop 5s ‘41 -. Denmark Kedm3is : BY HOLIDAY 
exports from the United States last & Fgn Pow Ist pd. Hart Parr f 5 per cent. The improvement in the | selling. Puget Sound went up 7 New Eng Gas & El 547 Stone a 62 eke. BY em : - i 
week amounted to 756,000 bushels on Hy siren Co Goi i a) ae — "ad came before any gen-| points on reports of a pending merger - mee ~ % oie 4 ome tiie the ( ’ iii in oe Ses OR A gee 
a ollinger Gold Min... 1: 3} eral pre-holiday liquidation got un-|_ . 5 Nor ow Gis": : ; ate a ing in today’s cotton market was hel 
against 828,000 bushels the week be- gat & 2 + 2214 Houston feet Ges '| der way. 6 with American Power and Light. Elec- raed tye abr D '56.. con Sg BY yp ine OPER o 109 | in check by the impending Independ- 
° . . J cs eee e ‘ ° 7 . = ) ‘ ‘ . _ een <r 4 
Hote. serce department figures to-| ,; Rolling Mili St 18 18%] 20 Humble Oil & Ref .... 8 Such volatile issues as Singer and| tric Bond and Share and United Gas Oawens Fare So. i aendiecnin te ae. oo j ence day holiday, but prices fluctuated 
day gave the following comparisons 6 ite i thoes of 7 iiieeks Pae't yaase oe 37 37 | Tubize spurted up 30 and 40 points, Improvement made gains of about 2 ae aco an Mae eg My few Gane the te *45. Of ; er Following an early decline of 
between last week's exports and those ; ee CG pte 3. rt cong ly yada ae ag aay | respectively, the latter after a drop | points, and Mohawk Valley reached Phila El 5je ‘72 Ger Cons Mun 6s '47. 043) 7< 8 bale the market rallied on bullish 
of the previous week: Wheat 374,000 States Sec A } Indust Rayon A .... ;; | of 10 points. Bancitaly lost 58 points,| its previous high at 73 as progress Phil Sub Gas & E 43857 Ger P & C Bk Gis '5 private crop reports and recovered 
Sushels against 394,000 bushels; rye States Sec B 7 2 Indust Rayon rts ..... then rebounded for a net gain of 2| was reported in the consolidation with rend re apr =) ny sel + pases age ae 7 1 $l | about 17 points, but realizing develop- 
5 J States Sec war.... ns Co No Am .... 7 78 Te : Ps tts Steel 6s °48 . u Des w . 
40,000 against 60,000: oats 23,000 Ceoetiae & j a Reg 78% 7 points, closing at 119. Bendix B,} the Phillips interests. Potomac Edis 5s Isarco Hyd El 7s ‘52. ed in final trading and prices made 
against 5,000; corn 177,000 against Superpow B 83 38 3 5 Intercon Petrol ...... aided by reports of improved earn- One Exception Power Corp N Y 5}s 47 JugoSiay Mtg 5+ 853| new lows for the day, closing steady 
: Superpow ist pf .. *% 0 C Internat Petroleum .. aX ac ings, was carried up 151-4 oints, . : ra : Pub Ser El & Gas 44867 Lombard El 7s ‘52 .... 10 at a net decline of 36 to 39 points. 
188,000 ; barley 142, against Anglo Chil Con Nitra.. 4 5 a Inter Print Ink 2 42 42% | touching a new high at 137. ¢ American Light and Traction was Queens Boro Gas Sie "5 Lombard Bi in ‘02 wr.. 86 6 October contracts traded off to 21.50 
181,000. Asso Dye & Print Inter Shoe a an exception, losing 41-2 om on Richfield Oil 548 *3lww Mansfeld M&S 7. ‘41. or 36 points under the previous clos 
Canadian grains exported threugh Asso Gas & El Inter Utilities B ...... Deere Makes Gain. a small turnover. StL Gas & Coke Gs ‘47 ee ee ee ae oat oat gl ‘eatin fide The x art ss T ‘Ne 
United States ports last week amount-| 3 Attu autos Kayne Cone cites Sef Sb Stk | ects, Made a net gain of 11 points.| Checker Cab was again a feature | 4 Schulte RE Ge °35 2--+ 108° 108 108° | 38 Medellin Col te "31 .. 92 carried it back to 21.07, but in the 
ed to 2,276,000 bushels against “;* Axton & Fish Tob ... Kirby Pet .... 1 Other industrials making good gains|in the mar Mi group, touching a Schulté RE 6s ‘’35ww.. 9%: a Mendoza Pr 7js ‘Bl . $ "3S | Jate decline it sold “off to "145 and 
402,000 bushels the previous week, Bahia Corp er aay Sate tees . were Bullard Machine Tool, Columbia new high at 345-8. With the exce Servel Cor 5s ‘48 new S Minas Gores Gis ...- ; oat oes | Closed at 21.47 9 ‘ " ci 
while exports of North American + ca Pa Land Co Fla 3 13 13 | Graphophone, Niles Bement Pond andj tion of Safeway, which jumped {4 ceewinn Warsi ’ 44 ) Nippon El P tis "33 98 eetthe a ee 
wheat flour were 179,000 barrels} “59 xpelding ae hla aan ean 2 ee? oe we. ws Fox Theater. ; points on small sales, and Melville Snider Sack @x 32 .. 220 117, 12 20 Nor Ger Lloyd 6s, ‘47. 93} 93 9% + sveeaall dabiie weré lower than 
against 134,000 barrels the previous Belding Hall A cenit Vol Gent af: Sek: Sek ten Spanish and General Rights touch-| Shoe chain stores were weak. Sani- Solvay Am 5s ‘42 .... 8% U8] 0 Olso G & El is "83 oe -?| due. private lei . attributine } 
nWwoek. Biles C . Lehigh Val ‘Coal Sales. 5! ,| ed a new high price at 61-4 on heavy] tary Groceries dropped 8 3-4. South A > Gs '87. ; Prussia FS ‘ ie soakienn eee te" ben - gm ) = 
; Bivn atl vos Aga? Mull .... é buying influenced by reports that Mines were active, Noranda touch- South Cal Gas 5 ae 9: 9. Rio. Grande 7s '| O8E 962 | tien of the boll aati oa he Seg se S00 
LINSEED COMPANY ) Boba Alum & Brass. a a 6 ; American intefests are negotiating for| ing a new top at 503-8 and New- So Dairies 6s '30 2 Russ 63s ctfs NC ‘19. 1: 21 yesterday. ae. mhwhat ia oneal 
8 Rrill A eng hat al oe s* | the concern. United States Gypsum | mont gaining 41-4. Oils were gen- — Lt & Dow = “_ + Rassias sg lng 193). ; =" | easier im <a mpathy with the EF ‘eli } 
= Brit Am Tob B Magdalena Syndic ae 1 made Aa gain of ° L=$ 2 on winnin an | er 1] rle t 1 Ith h D } Southwest Pow & ‘is 9 Saar Basin on | a. ym] y I 1é 4ngiisn 
3 British Celanese Masses bieh © , . 4 aily negiectea, aithoug Varby, Stand Inv Corp Sa ‘37 Saarbrueck 7s °35 .... market and local prices continued to 
Rway Dept St Ist pf.. erates Val Minn Sens 4.0 important patent suit, Mavis Bottling} Humble and Vacuum made gains of Stand Pow & Lt 6s '37 Santa Fe Arg 7s ‘45.. $ Ge | decline during the early tradi - 
TO FILL VACANCIES . 22 Bklyn City RR Mees Gace ee Re 1 ¢/ was strong on reports of record sales. | about 2 points each. Sun Oil 53s ‘39 Santiago Chile 7s ‘49. 99) 993 993 li y~ z come in 
Buckeye Pipe Line owed, — RTE , 5 Sauda Falls Ltd Sa '55. selling induced by the boll weevil re- 
Batt Ning & B Poy. ..- Mavis Bottling Oo. .... Sales (In Hundreds) High.Low.Close. | Sales (In- Hundreds) High. Low.Close. 7 son a + 2 oes is é a wa. +t 9: he and before the offerings were 
New York, July 3.—(#)—Seven oe Bg ygttatay Melville Shoe Singer Mfg 30 519 530 G & E Se 28 .... mn Le wy anes Te wa. absorbed October traded off to 21.67 
‘new directors today were elected to CG Spring & 2 hh a Metwo 5 to Sds Bt pi. Southeast P & L ... 52% 51g 52) Nat Gas 6js "42.. U'S Bub 62'S? Tiets eon 7}0°48 ww 108) and December 21.43, or 36 points be- 
the board of American Linseed com- Campbell Wyant + vray an all at Southeast P & & ctf . ‘ Pf oo 2016... roa ee 2 y cae oe at Tyrol Hyd Bl Ts, °52.. 04 me? the previous close, 
Can Mare Wireless § > , a ie 37 07 ios u B” Unit I rv 7s 6 .. 7 Near 1ids ssi was 
Banyo, fil vacanpiee ceased acing | “2 farastion Mi Sere Southeast Fait, war. 104 30H oe ee bal Bk aged Gntamet Siete” ‘et “Set a] gu neetaantaonnien, ee demand was 
resignations Casein Co Am Mid W Util pre in .. Southwest P & L » 41: Seat 6s 1012 1014 Warner Bros Pie 64s 28 United St! Wks6js ; ak he we MINES - 
Rockefeller interests. They were Cavanagh Dobbs Mohawk & Hud Pow Spang Chalfang , . Solv 64s 105 105 ‘ Warner Quin 6s °42 ... 1 Vienna 6a ‘2 R9% RP RO} reports, Dut it was supplied on a re 
George K. Morros, Frederick K. Mor- Celanese ptc Ist pf ... Mehawk Yel néw Span & Gen Corp... + bee Anaconda Cop és A ‘29 1003 100} La now uae Ge ft Warsaw 7s "! 84 | covery of 17 points. Traders express- 
row, T. A. Morrow, Ray Morris, Wil- wee oe wi new. Moentain Prod Sparks Withing 11: 5 eo we ee ee. , Wheeling Steel 4te . 50 + Salon of stocks, 508 000: ‘sales of bord, | cd the opinion that the market would 
bur L. Cummings, John Foster D les Cent Am Mines Nat al pig St gg ag 03 Asso Dye Print 38 399 Agri Mtge Bk 7s °47... 98 98 $ $2,508 situa *| have recovered more of the loss had 
and Randolph Catlin. Gold Dust ‘cor- Cent Pub Serv A P & Lgt pf Stand Oil Ind H Asso G & E 54s ‘77.. not the impending holiday held trading 
poration recently acquired stock of Certifugal Pipe ....... Pub Serv A... Steed G4 Sate Asso G & E 4js '48 .. in check. 
American Linseed from Rockefeller ee ee hat bveee wee Co pf recasis Stand Oil Ohio as bie 2 a 34 6134 i Cotten Statiiiebint Money Market. In the final trading prices sagged 
. : eee ea Supply .... Stromb Carlson See ite i iqui ; 
interests, Cities Serv pf carnyees Neisner Bros ee we tee Beacon (il 6s ent. || New York; July 4.—CAll money weak: sr under preholiday liquidation 
Cities Serv B DE sceee Neisner Swift & Co Bell Tel Can is A high 8; low 5; ruling rate 8; closing bid | 4N realizing, making new lows for the 
ram 8 ig Bony tates” 34 Neve Drug A Swift Int Boston & Me 6s °33.. PORT MOVEMENT. > viet oat hg = cong 8 nypoes 60-90 | session at 21.45 for October and 21.40 
+ . New Cornelia Cop Teck Hugh Gold Bost & Me A © 5s ’67 i New Orleans: Middii 22.17; i ays 6 ty A ae : pee mee’ i Tor D be 39 to 41 points be- 
Colombian Syn + it N 3 eee a i me - age aa. eee aio Pt* | cantile paper 42@5. Bankers’ acceptances ees ae. Oe Re —- 
Columbia Graph ; New aes Pow M4 aur br greg soee —— Equip 7s "35 2,002; exports, 3,349; sales, 342; atock, or eo By i@s Pp low the previous close. The close was 
Somweaite Sou yt 03° Tidal. Osage tat Cent bis ’ ” Galveston: Middling, 21.75: receipts, 5,-| Foreign exchanges easy. Quotations in at or near the lowest with October 
oe gh M eis 2 Newmont Timk Det Axle Chic Art Ie "38... 98 2 089: exports, 11,974; sales, 332; stock, 159,-| °°™'S: Pe _| at 21.47, December 21.41 and January 
ons ‘op NY Tel " i 7 Chie Pneu Tool 5is °4: ; = Great Britain demand 487; cables» 487); | 91 99 : ' 
Cons Dairy W.. 0s a Niles Bem Pond Transcont Air Trans.. Chic Ry tf “— - : - : 976. 60-day bills on banks 483 9-16. 21 . or 36 to 39 points net down. 
Cons Film Ini Nome  mendlga acaa Pict.. i Gen A ot oe ore Mobile: Middling, 21.80; receipts, 131:| france demand 3.924; cables 3.924. Italy Receipts, 9,620; for week, 21.387; 
Cons GAE! Bait 5 Noranda Cin St Car 54s ‘52 mates, 98; stock, 5,900. demand 5.23}: cables 5.25}. Belgium de- for year, 8,401,299; last year, 12,758,- 
Cities Ser 5s °6 Savannah: Middling, 22.25; receipts, 132;| mand 13.95. Germany demand 23.854. Hol- | 860. Exports, 16. 148: for week, 21,- 
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Tabize Art Silk B 
Tung Sol Lamp A 
Unit Biscuit A 
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va on dg a North Am _ Util See 
Cons Ret Stores Nor Grate ae A 
carers gy Rory a States Pow pf 
Courtaulds Ltd hai yee “egy! 
Creole Syndic Novadel 
Cresson Gold 
Cross Blikwell .. ae . : Ohio 
» enh a ; : Ovington Bros pr pf . 
i te er eeeees nae eee Biscuit od 
12.60d: good middling 12.44d; strict mid- Davega Inc ian 
dling 12.344; middling 12.2id; strict low Deere & Co Pantepec (Oil 
middling 12.00d; low middling 11.94d; strict 8 De Forest Penney A p 
good ordinary 11.744; good ordinary 11.44d; Dixon Crucible ...... Penn Ohio Edis new. 
sales 6,000 bales, including 4,300 Ameri- 2 Doehler Die-Cast ..... Penn 0 Rais 6% 
can; receipts 7,000, American 400. Dubilier Gondenser .... Penn W & Pow 
Futures closed steady, net 16 to 18 points Duplan Silk Philip Morris 4 
lower than previous close. Duplan nal pf Pick Rarth vte 
Tone steady; sales 6,000; good middling Durant ° Pick Barth Co pf .... 
: Pigg Wigg Corp .. 25? 
Pierce Govérnor 29 273 
Pines Wint Front — rt 
Power Sec pf 
Prairie Oil & GOS .c6 
Prairie Pipe Line .... 
Pratt & Lambert ..... 
Prudence Co pf .. 
Puget Sd Pow & It. 
Puget Sd Pow pf 


Cities Ser 6s ° : 35 | stock, 21,333. land demand 40.27}. Norway demand 26.75. | 638: for year, 7.200.009: last year, 


Unit Bast Min Cities Ser Gas 5js ‘4: O4 Charleston: Receipts, 340: stock, 17,771. pap ge demand 26.82. Denmark demand 2 : 

Unit Elec Coal ctf .... 52 5: 2 CitiesSerGasPipe 63 '4: Wilmington: Stock, 983. Big ime 26.764. Switzerland demand 19.27}. Spain 10.044.397. BRD. on: ee w 80 
Batt Misc Serv rts .... Cities Ser Pow 54s , 7 Norfolk: Middling, 22.18; receipts, 812; demand 16.48. Greece demand 1.30. Poland | 1.184,437. Stock on shipboard, 82,- 
Hatt Ged Ime Com Larabee 6s ‘41 .. sales. 40: stock. 05.590. demand 11.25. Czecho-Slovakia demand 2.963. | 483: last year, 91 gl spot sales, 
Un Lt & PowaA ... Comwealth Ed 44s wt : Baltimore: stock, 1,370. Jugo-Slavia demand 1.76. Austria demand 5 077 : last ist year, 4,25 

Un Lt & Pow A pt Ss Com Inv Tr 6s ‘48 .. 4 é New York: Middling, 22:35; exports, 325; | 14-98. Romania demand 42.50. Brazil de- : 25 tae 

Unit Milk Prod Cons Gas Balt 68 sales, nOo: stock, 80.863. mand 11.97. Tokyo demand 46.21. Shanghai 
agg 8 one vena OO Bemn Tettile Os '41 ... ; ss mange mo ge demand 06.00. Montreal demand 99.73 7-16. Dividends. 

U 8_ Asbestos Cont Gas & El 5s -t ¥: Houston: Middling, 21.60; receipts, 1,614;| Bar silver 503. Mexican dollars 45. 

U & For Sec Cudahy P 5js '37 .. 9 sales, 735: stock, 273,821. — Bow Joe, sear S.-—Dinectese of Sees “ 
U 8 Freight new . Deny & Rie Gr 5s 77 -§ § Minor ports: Exports, 500; stock, 20,742. London, Joly 3.-Bar silver 2794 per| 28¢o Copper Corporation today me reased 
U 8 Gypsum Deny & Salt Lk 6s + 86 Total today: Receipts, 9,620; exports, 16,-| ounce; money 2 per cent; discount rates, | [Re annual dividend rate trom sx te to & 
UT S Gypsum rts ..... Det C Gas 5s °SO .. 148: sales, 2,052; stock, 847,762. short bills 24@ 3 11-16 per cent; three a oe 5 ee gg rien 
United Verde Ext .. Det Int Bridge 7s ° t 9% Total for week: Receipts, 21,387; exports | months 3% per cent. Sa, ee ee = ee is mon 4 #4 
Unity Gold Min Det Int Bridge 64s *: 61,638 So Seek cae caer pueden ta 
Utah Apex Min Empire 0 & R Sis 4 $ 04 Total for season: Receipts, 8,401,200; ex- pa aga? a ee eA z 
Util Pow & Lt B ctf Fairbanks Morse 5s 96 ports, 7,300,099. Rubber. nie 


Ttil Sha Fed Wat Ser Sis * ae 
Vacuum Ol Firestone Cot M is ‘ 93 INTERIOR MOVEMENT. New York, July 3.—Rubber: futures Capital stock of the Equitable Casualty 
Venezuelan Pet Firestone Tire : 04 Memphis: Middling, 21.75; receipts, 328; | steady: July, 18.40; September, 18.50: De-| #24 Surety company, $10 par, was placed 


gree Fla Pow & Lt fi shipments, 2,035; sales, 1,325; stock, 108.-| cember, 18.40. on an annual dividend basis of 10 per cent, 
Waren Ma Pic ‘ with an initial quarterly payment of 2) per 


Gal Sig Oil 7s - 98 | 449. 
Watson J W Co Gatineau Pow 58 '56 .. 9! Augusta: Middling, 22.44; receipts, 70; / cent on August 15 to holders of record Au- 
Wenden Cop Min 


Gatineau ‘3 shipments, 263: sales, 11: stock, 36,261. FI gust 1. 
Wes Ol] & Snow ctf.. | ax. 


: Receipts, 608; shipments, 668; — 
xWest End Ext 1 3 Duluth, July 3.—Fiax on track, 218@ 221; . 
Winter Renjamin Goodyear T & R ba 28 Fort Worth: Middling, 21.10; sales, ‘57. | to arrive, 218; September to arrive, 2204: Steel. } 
Wire Wheel Gulf Of] Pa Se °47 .. Little Rock: Middling, 21.35; receipts, 22: | July, 218: September, 220. New York. July 3.—Steel unchanged. 
Woodley Petrol Gulf Oil Pa Se °37 .... shipments, 35: sales, #44: stock, 6,205. 


worm ta Se ae eon | Maid o M 
; 9: , : € ng, 23.10; on, 4 
a oo oor Montgomery: Middling, 21.73. uodar ros. & Co., Cotton er chants 


Wolv Port Cement 
HoustonGulfGas fa °43 


Young Spr & Wire 
Til Pow & it Sin "ST OR 9 Tota! today: Receipts, 1.088: shipments. 
: 3,001; sales, 3.625; stock, 134,124. Hanover Square , New York 
1 1 


Safeway Stores Young Spr & Wire pf 

St Regis Paper xYukon Gold os ' 
Indianap P & J. ? . ’ ; : Members New York Cotton Exchange, New Orleans Cotton Por ee 
Inter Pow See 7s , 3 Rice. New York Produce Exchange, associate members Liverpool Cotton Asso- 


Salt-Creek Prod Zonite Frod 
Sanitary Grocery +; Domestic Bonds. 
Int Sec Corn ina 
intense Wee Ge OF New Orleans, July 3.—Rough rice quiet.| Clation. Orders solicited for the purchase and sale of cotton and cotton- 


; o, July 3.—Wheat No. 2 northern 
ee 188: J No. 5 mixed, 1.01; No. 
1.08; oats, No. 2 wanes By 
. 68@70: rye, No. ; 
barley, 95@1.06. oe seed, 41. 0@4.7 
Clover seed, 21.250 38.00 


Liverpool Cotton. 


Liverpool, July 3.—Cotten spot, quiet; 
prices lower. American strict good middling 
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Seeds. 


Ohio, July 3.—Cloverseed. cash, 
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Florence Goldfield .... 
Florida P & Wat 7s pf 
Flersheim Shoe A .. 
Forhan 

Foundation Foreign 
Fox Theater A_ ....+- 
Franklin Mfg Co ere 
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Selfridge Prov Stor . Ala Pow hs ‘36 
Sent og, Ol, ote tah mmattncs ene ee dees ter ist ae tee ee | gue and receipts none. Cigan rice very | seed oil for future delivery. Special attention and liberal terms given 


Servel Inc vite . ° Ala Pow 4}« ’@? 
Servel Inc pf oséne 

13 French Line rts ...... Sheaffer P Ge sali ae «aes Invest Co Sa °37 3191 | quiet. Sales and receipts ‘none. Bran 

39 A drone Chas eevces 6 1 Sieve *Pae “Elec eseeet : 1 Am Aggregates Ge ‘43 108 103 103 i 42 Iowa-Neb L & P 5s "57 "958 pal 954 {and polish unchanged. foes consignments of spot cotton for delivery. Correspondence invited. 
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Stross; ‘Texas and Pacific 


FOREIGN EXCHANGES ha 
sy. 


N—Lower; bearish boll weevil 
report. 


- 


* 


‘COTTON -STOCKS - BONDS -GRAINS - LIVE STOCK 


CHICAGO MARKETS =| 


WHEAT—Steady; forecast unfavor- 
able weather. 

CORN—Firm: small stocks northwest. 

CATTLE—Steady. 

HoGS—Higher. 


- 


‘ Market Gossip 
News from Wall Street and 
Editorial Comment 


Stock Opinions. 


(From Fenner & Beane.) 


Fenner & Beane—Sharp deciine of call 
money rates stimulates prices but no great 
volume of buying. Coppers and oils acting 
especially well and seem worth buying. B 

Prince Whitely—A trading position is 
best in the present stage of the market hut 
we would buy good stocks on any further 
reaction. 

Halle Stieglitz—Under the ci cumstances, 
would continue to buy on weak spots for 
trading turns in the best kind of issues. 

Clark Childs—We look for a mixed mar 
ket with perhaps more weakness’ than 
strength. We do not consider a real bear 
market to be a possibility. 


WALL STREET JOURNAL. 


The stocks engaged in a sharp recovery 
today under the influence of easier money. 
Renewals of call loans were arranged at 8 
per cent, the stiffest initial charge since 
February 9, 1921. However, large offerings 
of funds were attracted by that figure aud 
the rate dropped to 7 per cent around noon, 
to six around 1 o'clock, and 5 per cent dur- 
ing the last hour. 

This rapid easement demonstrated that 
the stringency incident to the mid-year set- 
tlements had been relieved. Money was 
reported to be flowing back from the July 
1 disbursements in big volume and bankers 
were looking for a period of relative ease 
in credit in the next few weeks. This prvs- 
ect stimulated an aggressive rally from 

onday’s selling movement, based on ten 
per cent call money. Sweeping advances 
took place in General Motors, Radio, Gen- 
eral Electric, Case Threshing Machine, Har- 
vester, and other speculative leaders.  Is- 
sues with an investment standing also re- 
sponded vigorously to more comfortable 
money conditions, with American Telephone, 
International ‘Telephone, Consolidated Gas, 
New York Central aud Canadian Pacifie in 
special demand. 

In addition to better situation regarding 
_ money supply, buying activities had 
the impetus of increasing optimism regard- 
ing trade conditions. H. T. Parson, presi- 
dent F. W. Woolworth Co., expressed the 
belief that business in the final half of the 
year would not be affected by political un- 
certainties, 

Merchandising issues advanced aggres- 
sively, reflecting prosperous conditions 
throughout the country with the advent of 
favorable weather. Shorts in mail order 
issues were given severe punishment, 


NEW YORK TELEGRAM. 


The copper shares were among the first 
to recover after yesterdays sharp reaction. 
Anaconda, Kennecott, and a number others 
made gains of about point in the early pro- 
ceedings. Although the copper metal mar- 
ket has not changed much from what it 
was at the beginning of last month there 
is still a fair inguiry around 14jc a pound, 
delivered. The statistical position of the 
industry is sounder than it has been for 
some time and a number of companies are 
expected to follow the example set by Ana- 
conda. 


NEW YORK SUN. 


The stock market expressed its pleasure 
at the decline in the call money rate by 
presenting a long list of gains. The turn- 
over for the day amounted to nearly 2,000,- 
000 shares. 

Stocks in every group joined aggressive- 
ly in the rally, but General Motors pre- 
served the leadership. So did the utilities 
and rails. The mail order shares showed 
great vigor and Radio, Case and airplane 
issues scored advances, 


Cotton Letters. 


FENNER & BEANE. 


New York, July 3.—(Special.)—Cotton 
was reactionary as the aftermath of yes- 
terday’s disappointing report on emergence 
of caged weevil and continued good weath- 
er. Forecast of hot and dry weather over 
the holiday and expectation of a fayorable 
review from the weather bureau Thursday 
morning were other unsettling influences. 

Fresh buying was encouraged by low con- 
dition figures from private bureaus, pre- 
dictions of small crop and figures indicat- 
ing widespread weevil infestation. One bu- 
reau predicted crop as small as 12,5000, 000. 

All cotton states, however, are getting 
the kind of weather which it is claimed 
they have needed to enable farmers to get 
their crops out of the grass, and to check 
the propagation of the weevils. One expert 
was quoted as saying his examination shows 
the weevil began to hatch mueh earlier 
this year tham last and that the first 
brood is already hutching a second brood. 


H. & B. BEER. 


New York, July 3.—The market turned 
today with the call rate. Money renewed 
at 8% and was in large supply, yy om 
steadily and closing at 5% on the yoard 
with quite a bit loaned in the outside 
market at 44%. The chances now favor 
a higher rate after the holidays. Stocks 
receovered ground just as easily as they 
lost it. Just what sort of traders sold 
the market at the bottom yesterday. be- 
eause of the 10% rate which was obvious- 
ly a development of the most transitory 
nature, is a question that is hard to an- 
awer. 

We are wondering whether the same 
type bought stocks back in the last half 
hour today and carrying the analogy fur- 
ther, are they going to sell again Thurs- 
day on an advanced rate? Seemingly, we 
have a new school of tape readers who 
base their commitments on the change 
in call rates. The small volume of trad- 
ing shows how unimportant recent fluectua- 
tions bave been. The list as a whole is 
back fo about the levels of Friday when 
we pointed out that the easy portion of 
the recovery had about been accomplish- 
ed. 

LIVINGSTON & CO. 

New York, July 3.—(Special.)—While 
the volume of business today has been re- 
atricted by the approaching holiday, cotton 
closed with a net loss of about 45 points 
influenced principally by the prevailing fa- 
vorable weather, pre-holiday realizing and 
liquidation and a falling off in the outside 
demand. Contracts were absorbed chiefly 
by scale-down buying erders and covering 
by speculative shorts. Trade demand around 
2% for October checked the decline, Local 
apecuiative sentiment has turned rather 
bearish and if the weather continues fa- 
torable the market is apt to ense off fur- 
ther but if private reports reflect actual 
conditions in the seuth no material decline 
appears warranted and the situation would 
indicate ultimately much higher prices. 


ORVIS BROS. & co. - : S 
New York, July 8.—(Special.)—Today 's 
cotton market felt the influence of con- 
tinued lquidation in consequence of the 
unbroken spell of improved weather and 
rather bearish ——S placed upon the 
vil emergence report. 
sy ty A Saried during the morning there 
was a rally of $1 per bale on covering as 
eontract scarcity developed. This lasted 
only a brief time when renewal of liquida- 
tion eeerqewered ‘Gemen® and prices closed 
he day’s lowest, 
sy market's future depends principally 
upon the weather report Thursday and what 
the weather will be towards the week-end. 
The former is NUkely to read rather 
favorable. Judging by two centers of low 
air pressure in the west, it seems quite 
likely resumption of cloudy, showery con- 
ditions will take place the latter part of 
the week and if so renewed strength would 
likely result. Naturally the market has 
improved technical strength following the 
decline of practically 1 cent per pound 
since Friday. 


HUBBARD BROS. & CO. 

New York, July 8.—(Special.)—Liverpool 
broke sharply both on the better weather 
and On the government report of yesterday 
regarding the emergence of boll weevil. 
Our market followed in sympathy and met 
a steady stream of liquidation ail day, al- 
though on each new low there wis a very 
fair demand from those who had previously 
liquidated and from the trade account. At 
this season of the year the market is so 
atrongly influenced by weather conditions 
that we could easily have further liquida- 
tion after the holiday if we bave a period 
of clear, warm weather. 

As regards the weevil, many dispatches 
were received from the sonth today indicat- 
ing that the number of weevil present was 
constantly increasing, but so far have done 
little if any damage, whichis usually the 
case in the first week of July. A_ clear, 
hot period now might help materially in 
checking weevil though with the crop some 
three weeks late we cannot expect the 
damage to become apparent or for the trade 
to be able to judge how much this damage 
is until later on. probably around the last 
of July or the first of August. Liquidation 
of weak cotton bought on the last advance 
would place the market in a much more 
healthy position than it has been for the 
past ten days and would result in a quick 
response should we have another period of 
unfavorable weather. 

Liverpool futures are due tomorrow: July 
11.66; October 11.43. ~ , 


Stock Letters. 


FENNER & BEANE. 

New York, July 3.—(Special.)—Today’s 
market opened irregularly but took heart 
on the announcement of the opening call 
money rate at 8 per cent, off 2 per cent 
from last night, and on successive declines 
in call money, prices advanced steadily, 
the market closing strongly when the 5. per 
cent rate was reached. It was. significant, 


New York, July 3.—Followisg is 
complete ciosing list today’s transac- 


of 
tions on the New York stock exchange: 
Sales (in hundreds). High. Low.Close. 
9 Abitibi Pow & Pap .... 


5 Abitibi P & P pf... 
1 Abraham & Straus 4 
10 Abraham & Straus pf . 
8 Adams Express 
60 Advance Kumely .. 
49 Advance Rumely pf 

14 Ahumada Lead 

1 Air Reduction new 

4 Ajax kKubber 

1 Alaska Juneau 
24 Ali Chem & Dye .. 

2 Al Chem & Dye pf ..... 
6 Allis Chal Mfg. .....s 
12 Amerada Corp ...... 
m Agri Chem . 
16 Am Agri Chem pf 
5 Am Bank Note . 
16 Am Bosch Magneto 
11 Am Brake Shoe ....... 
9 Am Brown Boveri El ... 
219 Am Can 
7 Am 


**ee 


Car Fdy Ot caganis 
Chicle 


Hide & Leath new.. 
Hide & Lea‘pf 


International 
La France & Foam.. 


pf 
Mach & Fdg 146 
Mach & Fdy pt X-W 115 
BOGE? . -.cce 48 
Metal 64 pf 
Pow & Let 
Kadiator 
Railway 
Republics 
Safety Raz 
Shipbuilding 
Smelt & Ref 
Smelt pf 
Suuff 
Stee Fdrs 
Steel Fdrs pf 
Sugar Ref. .. 
Sugar pf 
Sumatra Tob 


Wat Wks new ... 
Wat Wks Ist pf 
Wool pf . 
Zinc Lad & Sm 
835 Anaconda Cop 
2 Archer-Van Mid 
3 Armour Del pf 
42 Armour of Ill A 
115 Armour of Ill B 
2 Armour of Ill pf 
7 Arnold Const Corp 
1 Art Metal Cons 
16 Asso Dry Gds 
10 Associated Ol. 
22 Atchison T & S F 
2 Atchison pf 
1 Atl Coast Line 
24 Atl Gulf 
18 Atl Gulf & WI pf .... 
140 Atlantic Refining 
1 Atlas Powder 
10 Atlas Pow pf 
1 Atlas ‘Tack 
4 Aust Cred Anst 
15 Baltimore & Ohio 
4 Baltimore & Ohio pf 
2 Bangor & Aroos 
20 Bangor & Aroo pf 
20 Bank of Commerce 
16 Barnedall <A 
40 Bayuk Ist pf 
12 Beacon OW 
1 Belding Heminway 
4 Relg Nat Ry pet pf .... 
10 Best & Co 
25 Bethlehem 
1 Bloomingdale Brog 
00 Bloomingdale pf 
10 Binumenthal & Co pf .. 
1 Bon Ami .... sees 
18 Booth Fisheries 
2 Booth Fish lst pf 
1 Border Co 
2 Briggs Mfg 
% Brockway Motor 
1 Brooklyn Edison 
4 Kkiyn-Manh Trans 
85 Brunswick Balke 
06 Brunswick Term & Ry.. 
18 Bucyrus Erie 
32 Bucyrus Erie cty 
3 Burns Bros B 
1 Burroughs Ad Mch .... 
5 Bush Term 
1? Bush Term 74 
2 Butte Cop & Zinc 
3 Butte & Sup Mining 
7 Butterick Co new 
4 Byers & Co 
Zine 
alumet & Arizona 
alumet.& Heecla ...... 
anada Dry G Ale ..... 
‘anadian Pac 
ase Thresh Mach 
entral Alloy ®t 
erro de Pasco 
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the Sales (In Hundreds) 
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High. Low.Close. 
Chaudier Cleve Mot .... Ti Tt Ti 
Ubesa & Ubio .....02.- 182% 180 182% 
Luca Corp Uv j us 
LCase @& Ast 

Care de Ail Pl sececcves 

Cite Ub Weak .cevccece 

Lust Gé West pl .. 


~_a © 


. 
~ 


f&e Srewecteenec fi 


**#enveeeeveee 


eeBie«eP,r wo 
UC xMi1i&é BP TS pt 
Chic Xe Cap 
Lbids Ce 

Chie Cop 
Curysier COlp .... 
Clrysier pt A 
Lily Stores Bb 
toca Cola 

Culiins os AlkAman 
» Celio Fuel & iruu . 

Loi & bo ist pf 
Coium as & ki 

Lvl Gas @ Bi pr A.... 
Cuvium Curbon 
Com Credit 

Lom Ored 6j15 pr 
Com Cred if pt 
Lom Cred Ss pr 
Com itlnv ‘rust 
Com 

Lom 

Comweaith Vow 
Cougoleum Nairn 
Coniey Tin Foil 


— 
coc. 


— 


sipd.. 


» : 
SeSccrHrRec cn & 


Consol 
Cousvl 
Consol 
39 Consol 
Consol 
Consol 
Coutainer Corp A 
2 Container Corp B 
Cont Bak A 
Cont Bak B 
Cont Bak pf 
> Cont Can 
Cont 
» Cont 
Corn 
Corn 
Coty 
Crucible Steel 
Cuba Cahe Sugar 
Cuba Cane Sug pf 
Cuba Co 
Cuba R R 
Cuban Am Sugar 
Cudahy Pack 
®» Curtiss Aero 
Cushman’s 
Cuyamel Fruit 
Davison Chemical 
Deere & Co pf 
Dela & Hud 
Del Lack & West 
Devoe & Ray A 
Devoe & Ray pf 
Diamond Match 
Dodge Bros A 
Dodge Bros pf 
Dome Mines 
Drug Ine 
Dunhill Inter 
Du Pont de Nem 
Du Pont de Nem deb .. 
Duque Lt list pf 
Eastman Kodak 
Eastman Kod 
Eaton Axle & Spr 
Elec Auto Lite 
} Electric 
El 
El Pow 
Elec Stor Batt 
Elk Horn Coal 
Emerson Branting A 
Endicott-Johneson 
Emporium Capwell 
Engineers Pub Serv .... 
Eguit Off Bidg 
Equitable Trust 
Erie R R 
Erie ist 
Fairbanks Co pf 
Fairbanks Morse pf 
Fed Motor 
Fidel Phenix Fire 
First Nat Stores 
Fisk Rubber 
Fisk Rub Ist pf 
Fleischmann 
Foundation 


i" 
5 to b> 


i) 


‘cocCcrwioOe + KH OCI Om ete 


Ins. 


Freeport 

Fuller Co pr pf 
Gabriel Snub A 
Gardner Motor 
Gen Am Tank 
Gen Asphalt 
Gen 

Gen 


OB: 2 
Gen Motors 7% pf 
Gen Outdoor Adv A 
8 Gen Outdoor Adv ctf 
> Gen Rwy Signal 
yen Refract 
Gillette Saf Raz 
Gimbel Bros 
i Glidden Co 
40 Glidden pri 


28 2233 223 
100% 100% 1004 


Trading Is-in Fair Volume; 


Early Slump Soon Wiped Oft 


New York, July 3.—(P)— 
Collateral loans to members of 
the New York Stock Exchange at 
the close of business on June 30 
amounted to $4,898,351,487, a 
decrease of $375,604,794 from the 
record breaking total of the 
month before. 


BY STANLEY W. PRENOSIL, 

Associated Press Financial Editor. 

New York, July 3.—()—Stock 
prices made spirited recovery today 
when call money, which was quoted 


DAILY STOCK SUMMARY. 
20 Ind. 20R.R. 


Tuesday .......198.12 144.51 
Monday ........189.71 143.23 
Week ago ......187.53 143.38 
Year ago ......159.29 143.41 
High 1928 ......209.04 157.03 
Low 1928 ......178.84 138.36 

Total stock sales 1,837,400 
shares, ) 


yesterday as high as 10 per cent, drop- 
ped from a renewal figure of 8 to 5 
per cent, the lowest since Ma; 7. 

So great was the influx of out-of- 
town funds attracted here by the re- 
cent high rates that money was quoted 
in the “outside market” as low as 
41-2 per cent during the afternoon. 
Widespread criticism developing 
among brokers as a result of the 10 
per cent charge yesterday. 

Temporary Crisis. 

Although yesterday's credit strin- 
gency was generally regarded in Wall 
street as temporary, many stocks sold 
down 1 to 4 points in the early trad- 
ing on the liquidation of nervous in- 
vestors and the renewed attacks of 
“bear” traders. As soon as it became 
apparent that a plentiful supply of 
call money would be available prices 
started to go up again and gathered 
impetus on the successive reductions 
in the call rate from 8 to 7 top and 
finally to 5. Prices of most of the 
standard industrials and rails closed 
2 to 6 points higher, while a number 
of specialties ran up 7 to 13 points, 

Trading was in fairly heavy volume 
for a pre-holiday session, but the day’s 
sales tell below 2,000,000 shares. 

Steel Optimism. 

The optimistic tenor of the weekly 
steel trade review, a further reduc- 
tion in crude oil output coupled with 
record-breaking gasoline consumption 


and an increase in the annual divi- 
dend rate on Cerro de Pusco from 
$4 to $5 all helped to create bullish 
sentiment. The monthly stock ex- 
change report on brokers’ loans issue 
after the close of the market, showed 
a reduction of $375,694,794 last 
month below the record breaking total 
of the month before. Loans at the 
close of business on June 30 totalled 
$4.898,351,487. which contracts with 
a total of $3,568,966,843 on the cor- 
responding date last year. 


General Motors was again the mar- 
ket leader today, rallyigg from a low 
of 1841-4 to 1921-2 and closing at 
191 3-4 for a net gain of 6 points. 
Radio rallied from 175 to 1861-2 and 
closed at 1853-8, up 8 3-8 net. Case 
Threshing closed 85-8 points higher 
at 3457-8 after having rallied from 
333 to 347. 

Adams Express. 

Adams Express jumped 12 points 
to 312 and American International, 
Archer Daniels, Midjand, Coty, Du- 
pont, Greene Cananea Copper, Hous- 
ton Oil, Indian Refining preferred, 
International Harvester, Internation- 
a! Telephone and Rossia Insurance 
sold 5 to nearly 10 points higher. 
Steel Advances. 


United States Steel common, which 
has been rather sluggish of late, ad- 


“vanced more than 4 points to 140 and 


then eased to 1393-8. Crucible Steel 
touched 691-4, the lowest price in 
two years, and then regounded to 
701-2. McKeesport Tin Plate also 
was in good demand. 

Texas & Pacific, closing 13 points 
higher at 168 after having established 
a new high record at 169 1-4, was the 
outstanding feature in the railroad 
group. The Missouri Pacific issues, 
Wabash, New York Central and 
Southern Railway also recorded good 
gains. 

A break of $2.50 a bale in cotton 
on séliing based on the publication of 
n bullish government boll weevil re- 
port and favorable crop weather was 
the only development of interest in the 
commodity markets. Wheat, coffee 
and sugar quotations showed little 
change, 

Time money and Commercial Paper 
rates were unchanged. 

Heaviness of the European  ex- 
changes reflected the huge transfer 
of funds here for temporary invest- 
ment in the call money market.’ Ster]- 
ing cables were quoted 1-8 of a cent 
lower around $4.87 1-2. 


Sales (In Hundreds) .Low.Close. 
13 Gold Dust SS SY 
Goodrich yh 
Goodyear ‘I’ 
Goodyear Tire 
Goth Silk Hos 
Goth Silk Hos 
Goth Silk Hos pf 
165 Graham Paige Mot 
3 Graham Paige ctfs 
Granby Con Mining .. 
Great North Ry pf .. 
5 Great Nor Ir Or ctf.. 
Great West Sugar , 
Greene Can Copper 
Guantanamo Sugar 
Gulf Mo & N pf 
Gulf States Steel 
Hack Water 
Havana 
Hershey 
Household 
Houston 
Howe Sonnd Co 
Hiudson & Manhat 
Hudson Mot Car 
Hupp Motor Car 
Illinois Cent 
Ill Cent leas 
Independent O & 
Indian Motorcycle 
Indian Refining 
Indian 
Indian 
Inland 


i) 
38 
11 
new 
10 


S Inspiration Copper 
Interboro Rapid Trans 
Intercon Rubber 
Internat Agricul 
Int Agri pr pf 


Sales (In Hundreds) 

Int Bus Mach 

> Int Cement 
Combust Eng 
Harvest Co 
Match pte 
Mere Marine 
Mere Marine pf 
Nick 
Paper 7% 
Pap 


Hizh. Low. Close. 
123° 122 23 


Int Te 

lowa Cen 

Island 

Jewel 

Johns-Manville ». teaes 
Jones & Laug Stl pf .. 
Jones Bros Tea 

Jordan Motor Car 

Kan City 


Kelly-Springfield Tire 
Kelsey-Hayes Wheel 
Kelvinator Corp 
Kennecott Copper 
Kinney G R Co 
Kinney Co 

» Kraft Phen Cheese 

> Kresge S&S 8S Co 
Kresge SS pf 
Kresge Dept Stores 
Kress S H & Co 
Kroger Grocery 
Lago Oil & Trans 
Lambert Co 
Lee Rubber & Tire 


184 
Lehigh Port Cement 


49 


18} 


18} 
49 49 


Sales (In Hundreds) 


Lorillard (Pierre) 
Lorillard pf 
Louisiana il 
Nash 
El 


Mackay pf .. 
Mack Trucks 
— Sq Gar 
Magma. Cop 
Mattinels %s 
Mallinsen pf. ..... 
Maphat El Sup 
Manhat mod gtd 
Manhat Shirt 
Maracaibo Oil 
Marland Oil . 


Martin Parry 
Marla Rockwell 
Math Aik Wks pf 
May Dept Stores 
Maytag 

MeCall 

9 McKeesport Tin .... 
Mexican, Seab Oil .... 
Miami Copper ..... ob spe 
Middle States Oil) 

Mid Contin Pet 

Mid States Oil 
Midland Sti Prod pf 
Miller Rubber 

Minnea & St Louis we 
Minn S8t P & 8 8S M.. 
Mo Kan & Tex 


Mo K & T pf 
Mo Pacific 
Mo Pacifie 
Montgomery Ward 
Moon Motor Car 
Moth Lode Coalition 
5 Moto Meter A 
Motor Wheel 
Mullins Mfg 
Munsingwear 
Murray Corp Am 
Nash Motors 
National 
Nat Bellas 
National Biscuit 
National Bise pf 
Nat Cash Reg A 
Nat Dairy Prod 
Nat Distill Prod 
Nat Enam & Stamping 
National Lead 1 
Nat Pow & Let 
Nat Raditor 
Nat Rys Mex 2d pf 
National Sup 
National Surety 
National Tea 
Nevada Con Cop 
4 NY Air Brake 
NY Central 
pet FF 2. eee 
NYNH&H ... . 
NY Ont & West 
NY State Ry 
Norfolk & West 
North- American 
North American 
North Am Edis pf 
Northern Pacific 
Northern Pacific 
Norwalk T&Rub 
Oil Well Sup 
Oil Well Sup pf 
Omnibus Corp 
Oppenheim Collins 
Otis Blevator 
Otis Steel 
PRG GEM : ..o-cs 
Pacifie Ol stubs 
Pac Tel 
Packard 
> Pan-Am Petroleum 
Pan-Am Pet B 
Pan-Am Western B .... 
Panhandie Prod & Refx. 
7 Param Fam Lasky .... 
Park & Tilford 
Park Utah Mines 
20 Pathe Exchange 
Pathe Exch 
Patino Min 
} Peerless Motor 
Penick & Ford 
Penn Dixie Cement 
Penn RR 
Peoples Gas Chicago 
Pere Marq pr pf 
Phila Rdg Coal & Iron, 
Philip Morris 
Phillips Petrol 
» Pierce-Arrow 
Pierce-Arrow pf 
Pieree Oil 
Pierce Petrol 
Pillsbury Flour 
Pittsburgh Coal 
5 Pittsburgh Coal pf 
Pittsburgh Term 
Porto Ric-Am Tob A 
Porto Rie Am Tob B 
Postum ... 
Pressed ®teel Car 
_ Pressel Stl Car pf 
Producers & Ref 
Pub Ser Corp NJ... 
Pub Ser NJ 7¢ pf 
Pub Ser NJ 68 pf 
Pullman Ine new 
Pure Oil 
Pure Oil 
Purity Bak 
Radio Corp of Am 


B.. 


q 


ere 


ee 
hO-IS 


tS 


mt Sm SS lS Ol th =) 


—=— $% 


tS 
Zzancmttes 


480 


STOCK PRICES MAKE SPIRITED RECOVERY WHEN MONEY RATES DECLINE 


High.Low.Close. Sales (ln Hundreds) 


High. Low. Close. 

3 Reading Co ee eee eee eee 101% 100 301) 
Real Silk Hos Mills ... 2 2 27 
Real Silk Hos pf ...¢.. 
Remington Rand 
Reo Metor Car seteser 
Rep Ir & Steel ...e.s0. 
Reynolds Spring 
Reynolds Tod ....ccece 
Reynolds Tob B .. 
Richfield Oi] Ual 
Rossia Ins .. 
Royal DutONY eh 


*®@eeee* 


eee 


StL Southwest 
Savage Arms : 
Schulte Ret Stores .. 
Schulte Ret St pf 
Seab Air Line 
Seab Air Line pf 
Seagrave Corp 
Sears- Roebuck 
Seneca Copper 
Shattuck (FU) 
Shell Tran & Trad 
Sheli Unien Qil 
Simmons Co 
Simms Petrol 


Snider Pack éee 
South Cal Edison .... 
Southern Dairies B .... 
Southern Pac es 


South Porto Rico Sug :. 
Southern Railway 
Southern Ry pfd 
Spear & Co pfd ... 
Spicer Mfg ...@e..+e-:; . 
Standard Gas & El 
Stand Gas & Elec pfd . 
Stand Vil Calif 
Stand O11 N J 
Stand OU N ¥ 
Standard San 
Stewart Warn Speed 
Studebaker Corp 
Sun Oil Co 
Sun Oil Co pfd 
Superior Oil 
Sweets Co of Am 
Symington 
Symington A 
Tennessee Cop & Chem 
Texas Corp 
Texas Gulf Sulphur 
Texas & Pacific Ry 
Texas Pac Land Tr new. 
2 Thatcher Mfg 
The Fair Co 
Third Ave Ry 
Tide Water Assoc Oil... 
Timken Roll Bearing ... 
5 Tobaceo Prod 
Transcontinental Oil .. 
Transue & Will Etl .. 
Trico Prod 
Twin City Rap Ir .... 
Union Bag & Paper .... 
Union Carbide 
Union Oil of Cal .. 
Union Pacific 
Un Pacific pfd 
United Bise 
Unit Cigar St 
} United Fruit 
U Distrib 
U Indust Alcchol 
5 U Leather 
Leather A 
Realty & Imp .. 
Rubber 
Rubber ist pfd ... 
Smelt & Ref 
Smelt & Ref pfd ... 


Cee crc 


ree] 
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anadium Corp 
*k Chemical 
Victor Talk Mach 
V-© Chem 7% pr pfd .... 
$} Vivandou Ine 
Vulcan Detinning 
Wabash Ry 
Wabash pfd 
Waldorf System 
Ward Bak A 
Ward Bak B 
Warner Bros Pict A 
} Warner Quinlan 
Warren Eros Co 
West Dairy Prod B .... 
Western Maryland 
West Penn El 7% pfd.. 
West Penn El 6% pfd.. 
West Penn Pow 7% pfd.. 
Western Union Tel 
> Westingh Air Br . 
Westingh E) & Mfg .... 
Weston. Elec Instrument. 
White RBagle Oil 
White Motor Co 
White Rk Min Spe ctf.. 
$34 White Sew Machine .... 
86 Willys Overland 
fwWillys Overid pfd. 
28 


n 
til Pow & Let A... 
i 
i 


Wilson & Co 
Wilson & Co A 
Wilson & Co p 
Woolworth Co 

5 Wothington Pump & Mech 

Wricht Aero 

1 Wrigey Jr (Wm) 

51 Yellow Trk & Coach 

1 Youngstown Sh & Tube... 2&6 

Total sales, 1.837.400; previous day, 1.712.- 
000; week ago, 1,413,300: year ago, 1,327,000; 
January 1°.to date, 418,278,100: year ago, 
269,209,500; two years ago, 220,715,300 


AT} 
1824 181§ 182 
31 30% 31 
1454 1294 144 


yesterday’s until the last hour of trading. 
The great volume of funds for reinvestment. 
which was confidently expected to move 
into standard investment securities, has ap- 
parently not materialized. 


In the meantime the 5 per. cent money 
rate will probably prove to be as temporary 
as the 10 per cent yesterday. ‘The money 
situation remains tight and until stock 
prices get down to a point where investors 
will put money into circulation and take 
stocks out, there seems little reason to 
expect real money ease. 


LIVINGSTON & CO. 


New York, July 3.—(Spectal.)—The mar- 
ket showed Inercasing strength during the 
afternoon as the call money rate sagged. 
After renewal rates this morning of 8 per 
cent, it declined to 5 per cent with of- 
ferings on the outside at 44. All lead. 
ing industrials showed good advances with 
no heavy realizing developing until just 
after the close. Money rates sagged quick- 
ly as banks, anxious to have money loan- 
ed ont over the holiday made competitive 
offerings. 

While money seemingly has definitely 
eased from the settlement period, it is 
not expected that for a time it will re- 
main as low as the closing rates today. 
Some money brokers expect a return to 
7% and possibly 8% before the week-end 
although this seems rather high. However, 
the markef shows that there is good buy- 
ing in various isgnes. 


H. & B. BEER. 


New Orleans, July 3.—The trade is much 
confused aa to the boll weevil situation 
in cotton region. After close of market 
yesterday the government released report 
on weevil emergence from cages prior to 
June 16, which was considered bearish and 
as better weather prevailed inland, the 
market was lower this morning, but re- 
covered somewhat as result of private re- 
turns as to weevil increasing and because 
of the issuance of additional private smal) 
crop estimates. 


Liverpool cabled: Local Manchester and 
continental liquidation cotton on bearish 
boll weevil report. Manchester reports scat- 
tered cloth sales. General distrust of cur- 
rent prices. 

Returns to the Dally News Record, New 
York, as of June 28, average the condition 
of crop at 64.1, the lowest end of Jnne 
condition on record, indicated acreage 44,- 
840,000 acres, increase of 7 per cent over 
last year. Roll weevil as serions menace 
despite reports that they are few in num- 
ber, rate of increase eight times faster 
po na BN ot age Record rains in June 
aused heavy abandonment, 

248. 60e ete indicated crop 
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Wall Street Briefs. 


New York. July 3.—Georce P. Whaley. 
president of Vacuum Oil company, confirmed 
reports from London that negotiations to 
acquire Midway Oil and Storage company 
had been abandoned, It was not expected 
they would be resumed. 


H. T. Parson, president of F. W. Wool- 
worth company, wads optimistic on his de- 
parture for Europe on the outlook for re- 
tail trade the rest of the year. He thoneht 
the second half would be much more active 
than in 1927. The company’s English subsi- 
diary plans adding 56 stores this year to its 
chain of ; in the British Isles and 19 
more will be added to 11 now in Germany. 


At the end of June 190 blast furnaces 
were active in the United States, which is 
55.4 per cent of 43 stacks available for iron 
making, against 198 or 57.7 per cent at the 
end of May and 54.7 per cent a year ago. 


Fred W. Sargent, president of the Chica- 
go and Northwestern, returning to Chicago 
from a trip over the road, said net income 
this year after taxes and charges was about 
the same.as in the 1027 period, but looking 
at conditions in the road's territory at this 
time, an increase in the last half of the year 
was probable. 


: Cotton Briefs. 


New Orleans, July 3.—While the boll 
weevil report issued after the closing yes- 
terday exerted a bedrish influence mainly 
because of its effect on the Liverpool mar- 
ket it actwally referred only to the emer- 
gence of weevils at the experiment stations 
and not to the present existence of the in- 


however, that volume was even smaller than | 


sects in the fields. Private advices show 


that the pest is plentiful in nearly all sec- 
tions. 


The holiday tomorrow slowed down trade 
today and most of the business done was 
in the shape of evening up commitments, 


Yesterday’s weevil report renews a for- 
mer recommendation to farmers that whier- 
ever twenty of the pests are found per acre 
after the crop stars squaring, earl¥ poison 
should be resorted to. 


The sharp decline in Liverpool was ex- 
plained in private cables as due to local, 
Manchester and continental liquidation of 
cotton on bearish boll weevil reports. Man- 
chester reported scattered cloth sales with 
general distrust of current prices. 


The map showed generally fair weather 
today except for a few scattered showers 
on the east gulf and South Atlantic coasts. 


Coffee. 


New York, July 2.—Coffee futnres were 
easier today under small offerings accom- 
panied “by reports of an easier tone in cost 
and freights. No. 7 contracts opened 1 
higher to 3 lower and closed net unchanged 
to 4 points lower. Santos contracts opened 
unchanged to 4 higher and closed’ net un- 
changed to 5 lowér. Estimated sales, No. 
7 eontract, 18.000; Santos contracts, 18,000. 
Closing quotations: No. 7, July, 15.12; 
September, 15.34; December, 15.59; Janu- 
ary, 15.54; March, 15.54; May, 15.44. San- 
tos, July, 22.85; September, 22.62; Decem- 
ber, 22.24; January, 22.15; March, 22.04; 
May, 21.88. 

Spot, quiet, Rio 7s, 15% to 16; Santos 4s, 
234 to 24. Cost and freight offers included 
Bourbon 3s and 5s at 22.70 to 23.25, 

Rio exchange on London and dollar buy- 
ing rate unchanged: Rio market 25 reis 
higher to 50 reis lower; Santos 50 reis high- 
er to 50 rels lower. Brazilian port fre- 
ceipts 45,000; Jundiahy receipts 21,000. 


Cottonseed Oil. 


New York, July 3.—The cottonseed mar- 
ket closed easy today at declines of 5 to 
26 points, with late months relatively weak 
as a result of pre-holiday lNquidation and 
stop-loss selling occasioned by the weak- 
ness in cotton, more favorable weather ad- 
vices from the south and a bearish inter- 
pretation of the recent government's boll 
weevil report. .Refiners and locals absorbed 
offerings on the decline. Sales 24,700 bar- 
reis. Prime crude nominal: Prime sum- 
mer yellow, spot, July closed, 10.30; Sep- 
tember, 10.53: October, 10.65; December, 
10.65; January, 10.64. 


New Orleans, -July 3.—Under the influ- 
ence of more favorable weather in the cot- 
ton belt and in sympathy with the decline 
in cotton, the cotton oil market showed a 
downward trend today but trading was not 
very active. Prime summer yellow oil 
closed unchanged at 9.75 and prime crnde 
closed at 8.874@9.00, Futures closed dull 
and steady: July, 9.65; September, 9.04; 
October, 9.98; December, 10.00; January, 

00. 


Dry Goods. 


New York, July 8.—Cotton goods were 
quiet before the holiday and many mer- 
chants were out of the markets for the 
week, due to the closing of the mills 
thorughout the country until July 8 Chin- 
chilla overcoatings and cloakings have been 
ordered well for fall from the largest pro- 
ducers. New lines of tropicals are being 
prepared for «spring 1929. Raw. silk was 
firmer and higher. Silk goods sold mod- 
erately. Rayon demand has increased since 
the announcement of unchanged prices until 
Ortober 31. Burlaps were quiet and steady. 


Metals.’ 


York, July 3.—Copper firm: 
trolytic t and future, 143. Iron quiet, 
unchanged. Tin quiet; spot, 46.25: fu- 
tures, 45.75. Lead steady: spot New York. 
6.30; East St. Lonis, 6.15. Zinc steady: 
East St. Louis, 6.20@6.25; futures, 6.22 
@6.27. Antimony, 9.37. 


Flour. 


Minneapolis, July 8.—Flour unchanged; 
shipments, 56,689 barrels. 


Silk. 


New elec- 


Produce 


Atlanta Market. 


This morning’s sales to jobbers—unless 


otherwise stated, (‘‘Sales to jobberas’’ means 

ce. |, sales in large lots by original re- 
célvers to jobbers or other large buyers.) 
Arrivals cover period since last renert, in- 
cluding early receipts this morning. Cars 
on track represent this morning's count, 
and include new arrivals as well as all cars 
not completely unloaded. 


APPLES—No carlot arrivals, no cars on 
track, supplies moderate, demand moderate, 
market steady. Washington, boxes Wine- 
saps, medium to large sizes. extra fancy, 
$3.50; fancy, $3.00; fancy, 5 tiers, $2.75. 


BEANS, GREEN—No carlot arrivals, no 
cars on track, homegrown supplies liberal, 
demand good, market steady. Fancy Red 
Valentines and stringless, 75c to $1:00 per 
bushel. Pole beans, fancy, $1.75@2.00 per 
bushel. 

REETS—Homegrown supplies moderate, 
market steady at around 35 cents per dozen 
bunches, . 

CABBAGE—Homegrown supplies moderate, 
demand moderate, market slightly weaker. 
Good quality, medium size heads, around 
$1.00 per ewrt,. 

CANTALOUPES—Four California arrived, 
1 car diverted, 8 cara on track, supplies 
rather liberal, demand moderate, market 
slightly weaker. California, Salmon Tints, 
Standard 45s, $3,75@4.00; Jumbo 86s and 
45s, $4.00@4.25; Pony 54s, $3.50@3.75; 
flats, Jumbo 9s, mostly $1.25. 

CARROTS—Homegrown supplies, market 
stendy at around 35 cents per dozen bunches. 

CELERY—No arrivals, 1 car on track, 
supplies moderate, market about steady. 
California, crates, mostly $7.00: few slight- 
ly lower, 

CORN, GREEN—Two. Alabama arrived, 
3 cars on track, supplies rather liberal, de- 
mand moderate, market weaker. Alabama, 
crates, mostly $1.75, few lower. 

GRAPEFRUIT—No arrivals, no cars on 
track, supplies light, demand light, mar- 
ket steady. Florida, boxes 46s, around 
$4.00: 54s to 80s, $3.00@3.50. 

LEMONS-—Two California arrived, 5 cars 
diverted, 29 cars on track, supplies mod- 
erate, demand moderate, market steady. 
California boxes, mostly $6.00@6.25, few 
slightly higher; some showing decay lower. 

CeTTUCE—Two California arrived, 5 cars 
on track. Supplies » oderate, demand mod- 
erate, market about steady. California 
crates, Iceberg type. mostly $4.75@5: some 
ordinary quality lower. 

ONIONS—One Texas 
track. Supplies liberal, 
market about steady. 
Yellow Bermudas, 


arrived, 1 car on 
demand moderate, 
Rtandard crates. Texas 

U. 8. No. 1's, 8141.27: 
California Crystal Wax, U. 8S. No. 1's 
$1.49@1.50. : 


ORANGES—One California arrived, 1 car 
diverted, 4 cars on track. Supplies moderate, 
demand moderate, market steady. Cali- 
fornia boxes Valencias mostly $6.25@6.50, 
special marks high as $7; undesirable sizes 
low as $5.50. 

PINEAPPLES—No supplies on market. 

PEACHES—tThree Georgia arrived. 3 cars 
diverted, no cars on track. ixpress and 
truck receipts liberal: supplies liberal, de- 
mand moderate, market dull. Georgia 6- 
basket crates unclassified Early Rose and 
Carmans, medium size, 7ic@$1: smal!, Bic 
@50c. Few ' sales U. 8. No. 1 Carmans, 
larce, $1.25@1.. 

POTATOES—One Georgia arrived, 4 cars 
on track. Supplies liberal, demand mod- 
erate, market dull. Florida duble head bar- 
rels Bliss Triumphs, U. 8S. 1's, $2.50: 
No. 2's, $1.50; double head barrels Cobblers, 
U. 8. 1's, $2; South Carolina cloth top bar- 
rels, Cobblers, U. 8S. i's, mostly $2: few 
slightly higher. Georgia and Alabama 
sacked Triumphs, U. 8S. 1's, $1.50@1.70 
per cwt.: No. 2’s, B0c@75c. 

SQUASH—Homegrown supplies liberal, de- 
mand moderate, market weaker at around 
75 cents per bushel hamper for fancy small 
yellow crook-necks. 

SWEET POTATOFRS—Practically no sup- 
plies on market. No sales reported. 

TOMATOES—No cariot arrivals, 2 
on track. Supplies moderate, market about 
steady. South Carolina Sa, green and turn- 
ing, wrapped, ,best stock. fancy count, $3: 
crooks, fancy connt, $2@2.25.. Mississippi 
4-basket’ flats mostly turning to ripe. wrap- 
ped. No. i's, $1.19@1.25, mostly $1.10@1.20. 

WATERMFELONS—Six Florida arrived, 4 


care 


| New York, Jaly 3.—Raw silk steady. 


cars diverted, 14 cars on track. Supplies 
| moderate, demand good, om slightly 


By 
R. L. BARNUM 


The Day in Finance 


Stocks Open Lower But Re- 
cover Quickly When Call 
Money Rates Are Cut in Half. 
Trading Continues Light—Hol- 
iday Slows Down Trading. 


New York, July 3.—Stocks opened 
slightly lower with a recovery quickly 
occurring, fullowed by dullness await- 
ing the opening of the money market. 
The renewal rate for call money was 


8 per cent, compared with yesterday’s 
closing of 10, but which was the high- 
est renewal rate since February of 
1921. Unlike yesterday, however, the 
offerings of funds exceeded the de- 
mand. It did not take the stock mar- 
ket long to discover the overnight 
change in the money market. Before 
noon, with the banks calling no loans, 
advances ef from one to three’ points 
occurred in leading shares. 

Trading, however, continued light. 
For the first hour the turnover was 
only 315,000 shares against the recent 
pace of well over a million shares, For 
the first three hours the turnover was 
less than 1,000,000 shares, although 
call money in the meantime dropped 
first to 7 per cent around noon and 
then to 6 shortly before 1, It dropped 
to 5 per cent around 2:30, a lower rate 
than was expected for the week. 

The approaching holiday made for 


weaker. PHorida and Georgia Dixie Belles, 
30-pound average, Thc; ‘ 28-pound average, 
65c; 24-26-pound average, 35@40c: 22-pound 
average, 25@30c. Carlot sales, Florida and 
Georgia Dixie Belles, three tiers, 28-80-pound 
average, $450; 26-28 pound average, $410. 


Other Markets. 


Jacksonville, Fla., July 3.—Conditions and 
quotations on the Jacksonville wholesale 
market today, as reported by the Florida 
state marketing bureau: 

Supplies of all miscellaneous vegetables 
moderate, demand moderate, market steady: 

Beans, Florida, hampers, green, round, Tic 
@$1.00. 

Beans, Florida, hampers, Kentucky Won- 
ders, $1.2541.50, 

Corn, Florida, crates, beat, $1.0041.25. 
Cues, Florida, crates, fancy, $1.00@1.25. 

Eggplant, Florida, crates, fancy, $2.00@ 
2.50 


. Peppers, Florida, crates, fancy, $1.75@ 
ow 


Potatoes, Florida, bushel crates, Bliss, 
No, 1s, $1.25@1.50. 
Squash, Florida, 
fancy, ‘'$1.00@1.25. 
Tomatoes, Florida, 6s, fancy, count, best, 
$1.25@1.59. 
Eggs, fresh 
36 cents. 


bushel crates, yellow. 


infertile whites, per dozen, 


unchanged; re- 


Chicago, July 3.—DButter 
unchanged; re- 


ceipts, 21,068 tubs. Eggs, 
Ceipts, 18,458 cases. 

Potatoes, receipts, 77 cars: on track, 312; 
total U. 8. shipments, 621; trading very 
slow; market dull: southern sacked bliss 
triumphs, $1.05@21.20 best: poar, 85@95c; 
sacked Irish cobblers, 90c@$1.00; poor, 75@ 
Sic: North Carolina barrel Irish cobblers, 
best $2@2.20: poor, $1.50@1.90. 

Poultry, alive steady; receipts, 5 cars; 
prices unchanged. Neo market tomorrow, 
holiday. 


New York, July 3.—Butter firm: receipts 
25,146. Creamery, higher than extras 44/ 
@45c:; extra (92 score) 44c; first (88 toe 
91 score) 423 @43ic. 

Cheese firm; receipts 180.411. 

Eggs steady; receipts 46,121. All grades 
unchanged. 

Live poultry firm. Broilers, by express 
%@i3se; fowls, by express 20@28c. 

St. Louis, July 3.—Eggs unchanged: fresh 
firsts 26@°264: butter unchanged; creamery 
extras 45: hens 1¢ lower: heavies 21; lights 
19; springs le lower 19@33:; other produce 
unchanged, ducks 13; geese 10. 


a slowing down in stock trading. There 
is no doubt, however, that the stock 
market got a real shock from yester- 
day’s action of the money market. The 


consensus of opinion here is that in 
view of money market conditions the 
stock market acted remarkably well. 

President Mitchell, of the National 
City bank, believes that yesterday’s 10 
per cent call money rate wag the re- 
sult of recent wild stock market specu- 
lation and withdrawal of funds from 
the call money market by corpora: 
tions preparing for heavy July 1 in- 
terest and dividend payments with 
these lending corporations not show- 
ing the consideration for the money 
and stock market usually displayed 
by the banks, the largest lenders of 
funds on the call money market. Mitch- 
ell exnects easier money, but is not 
looking for easy money in the imme 
diate future. 

The best opinion here is while action 
of the stock market yesterday in the 
face of 10 per cent money indicated 
stocks were in strong hands, further 
liquidation is expected in brokers’ 
loans, in loans on unsold new bonds 
and in borrowings by member banks 
from the federal reserve banks before 
there is a sustained upward price 
movement in the stock market. 

ood Trading Mart. 

What usually well-informed Wall 
street is expecting stock marketwise 
is a good trading market with selling 
on strong spots offering the best op- 
portunities until there has been con- 
siderable more liquidation of brokers’ 
loans. Wall street believes, however, 
that it is only a question of time un- 
til there will be a resumption of in- 
vestment and speculative buying of 
stocks to discount easier money ahead, 
but with considerable wpward read- 
justment in expectations for money for 
the longer look ahead compared with 
recent expectations, that is up to the 
time the stock market began to de- 
cline from the new average high made 
for all time on May 14. 

Chairman Pratt, of Standard Oj] of 
New York, again declined today to 
confirm or deny rumors circulated 
since his return from abroad some ten 
days ago that he had reached an 
agreement with Sir Henry Deterding, 
managing director of Royal Dutch, to 
end the long fight between Standard 
Oil of New. York and Roval Dutch 
over Russian oil. In usually well-in- 
formed Wall street quarters the opin- 
ion prevails that an understanding has 
been reached between Pratt and De- 
terdine whereby price cutting warfare 
in India and elsewhere has been stop- 
ped, with each agreeing not to make 
moves intended to be irritating to the 
other. The best feeling in the oi] in- 
dustry is that unsettlement cansed by 
over production of crude should not be 
nggravated by needless warfare by the 
two such companies as Standard Oil 
of New York and Royal Dutch. 

G.M.C Holds Lead 

General Motors continued the leader 
on the constructive side of the market. 
There is a new in General Mo- 
tors Nperatine on expectations of a 


i 


: 


stock dividend being declared next 
month, 

When call money dropped to 5 per 
cent in the last hour, compared with 
10 per cent at the close yesterday, the 
remark most frequently heard was: 

“Nice game.” 

When we entered the world war we 
followed England's example of having 
the government take over the railroads 
and operate them as a unit. When the 
war ended we followed England’s ex- 
ample of passing a law calling for 
compulsory consolidation of all the 
railroads of the country into a com- 
paratively few large systems. England 
went ahead in 1923 in carrying out its 
railroad mergers. In this country 
nothing has been done to carry out the 
consolidation law passed in 1920 for 
the reason that congress is satisfied 
now that the law of 1920 was a mis 
take. It is only a question of time 
until the law is changed substituting 
voluntary for compulsory mergers. 
And in the meantime we have much 
to be thankful for in not having con- 
tinued to fellow England’s war and 
after-war railroad policy. 

Today’s London cables report a fur- 
ther decline in railroad shares with 
J. P. Thomas making a talk on the 
subject to the National Union of Rail- 
way Men. Thomas frankly stated that 
the situation was grave and that he 
was apprehensive of the future. When 
the railroads of England were merged 
into less than a half dozen systems in 
1923 the public was promised a great 
improvement in service with a reduc- 
tion in passenger and freight rates. 
What has actually happened is that 
there has been a steady deterioration 
in service with freight and passenger 
rates raised. The systems made up of 
merged roads were not only too large 
for efficient and economical manage- 
ment but organized railroad labor has 
grown. 


Naval Stores. 


Savannah, July 3.—Turpentine firm, 504 
@Wic; sales 1,501; receipts 846; shipments 
220; stock 20,485. 

Rosin firm; sales 2,985; receipts 3,004; 
shipments 1,009: stock 96,433, 

Quote: B 8.25; D 8.25: EB 8.25@8.30: F 
8.35: G 8.35: H 8.35: I 8.85; K 8.40@8.45: 
M 8.45@8.55; N 8.55@8.65; WG 9%.45@ 
9.65; WW 10.00@10.10; X 10.00@10.10. 


Jacksonville, July 3.—Turpentine firm, 
‘Otc; sales, 475; receipts, 082; shipmenis, 
8.114: stock, 22,925. 

Rosin steady; sales, 1.144; receipts, 3,089; 
shipments, 707; stock, 75,808. 

Quote: . D, EB, 8.25; F. G, H, 1, 8.80 
@8.40; K. 8.40: M, 8.40@8.45: N, 8.85 
@3.00; WG, 9.66; WW. X, 10.00, 


Sugar. 


New York, July 3.—Raw sugar was quiet 
today and in absence of any aggressive de- 
mand, prices declined 1.31 of a cent under 
small offerings of duty frees. The only 
sale reported was 14,000 bags of Philippines 
as due next week, at 4.83 delivered. 

Except for a little steadiness at the open- 
ing when prices were 1 point lower to 1 
point higher, raw futures were easier under 
increased offerings in the form of hedging 
against growing crops by houses with both 
Cuban and European connections. Selling 
‘was influenced.by the decline in the spot 
market and more favorable weather abroad 
with final priees at the low of the day 
and 3 to 5 points below the previous close. 
New crop positions showed maximum losses. 
Approximate sales, 34,950 tons. July closed 
2.48, September 2.57, December 2.48, Jan- 
oer ae March 2.61, May 2.67, July, 1929, 


Refined was unchanged at 5.90 for fine 
granulated. New business continued in 
small proportions, but withdrawals on oid 
contracts were heavy, influenced by tlie 
warmer weather, 


Atlanta Stocks 4 


Furnished by Courts & Co., 
Hurt Building. 


STOCES. 


A B&C 58 pfd 

American Savings Bargk 7% ..... 

Atlanta & Lowry Natl Bk 16s... 

Atlanta Trust Co 8¢ 

Atlantic Ice & Coal Co 8$ com 
0 par value) 


Citizens & Sou Natl Bk 13.2¢.... : 
Columbus El & P Co 7¢ pfd..... 
Columbus El & P Co 63% ae 
Cont Gin 


ptd Gis - 
Sou Spring Bed cum conv pfd 7s. 
Thomaston Cot Mills 634 is ake 
White Provision Co Inc 7$ pfd.. 
White Provision Co Inc com rP 


BONDS. 

Atl Ice Coal Co ist mtg Gea ’ 
Atl Laundries ist lien Cis ey 
Ati Stee] Co. lst mtg Gs '4] .... 
Case-Fowler Lbr ist mtg 7s '86 . 
Const’n Pab Co ist mtg Se °30 
Const’n Pub Co Ist & cons Gis 
White Prov Co Ist mtg 7s '32.. 
The Warren Co Ine Ist mtg 7s 40 


|Bank C learings | 


Tuesday .........8 8,302,431,95 
Same day last year.. 10,958,574.45 

Decrease .......$ 2,656,142.50 
Same day last week. 5,996,646.94 
Same day 1926 ... 10,915,376.05 
Same day 1925 ... 8,786,571.88 


Atlanta spot 

OS we wees s 
Receipts .... 
Shipments ., 
Stocks 


22.00 
500 
251 
366 

16,691 


Atlanta C. 8. Products Market Basis Atlanta 
Crude eil basis prime tank. 8.75 
S. meal 7% car lot f£. o. b. 
Atlanta 


ie 


15.00@ 15.50 
18.00@18.50 
OT @ .08 


cee | «6OH@ .O5 


Live Stock 


Atlanta Live Stock. 


(Live stock quotations listed below are 
furnished daily by Braggs, Millsap & Black- 
well, Inc,, 1030-32 Marietta street. ) 

K 


C, S. meal, 
Linters, ' 
Linters, 


ORK. 

Dixie corn fed hogs, 165 Ibs. 

up 
Mixed Ga. fed hogs, 165 Ibs. 
Mixed Georgia hogs, 165 

pounds down 
Roughs 6.0@ 7.50 
4.75@ 5.25 
5.50¢8@ 6.00 
5.50@ 8.00 
7.00@ 8.00 
9.006711.00 
§.004010.00 
5.00@ 8.00 


Other Markets. 


Chicago, July 3.—Hogs: Receipts, 21,000; 
market closed dull part of early advance lost 
or mostly 10 to 15¢ higher than yetsterday’s 
average: top, 10.45 paid fer choice w21- 
pound averages; shippers took 7,000: egsti- 
mated holdover 6,000. Sutchers, medium 
to cholee 250 to’ 350 pounds, 10.40@11.40; 
200 to 250 pounds, 30.50@11.45: 160 to 200 
pounds, 0.85@11.40; 130 to 160 pounds, 8.85 
@11.10; packing sows, 9.00@(10.10; pigs, me- 
dium to choice, 90 to 130 pounds, 8.25 
@ 10.00. 


Cattle: Receipts, 6,000; calves, 2,000; 
pre-holiday trade on fed steers and year- 
lings 15 to 25c higher; values now at high 
time of season; medjum weight and heavy 
steers, 15.75. Slaughter classes, éteers, good 
and choice, 1,300 to 1,500 pounds, 14.65 
16.00; 1,100 to 1,300 pounds, 14.65@15.00; 
950 to’ 1,100 pounds, 14.65@15.75: common 
and medium, 850 to 970 pounds, 10.25 
@14.65; fed yearlings. good and choice, 750 
to 950 pounds, 14.40@15.75: heifers, good 
and choice, 850 pounds down, 14.25@15.60: 
common and medium, 9.75@14.25; cows, good 
and choice, 975@12.00; common and me- 
dium, 7.50@9.75; low eutter and cutter, 
6.00@7.50; bulls, good and choice (beef), 
9.25@10.75; cutter to medium, 7.25@9.15: 
vealers (milk fed), good and choice, 14.25 
@16.50; medium, 12.00@14.25: cull and com- 
mon, 8.00@12.00; stocker and feeder steers, 
good and choice (all weights), 11.75@13.00; 
common and medium, 9.25@11.75. 


Sheep: Receipts, 9,000; fat lambs ac- 
tive, uneven, around steady: a little strength 
on natives, sorts considered; little quotable 
change on sheep and feeders; any slowness 
in feeder outlet attributable pre-holiday con- 
ditions. Lambs, good and choice (92 pounds 
down); 15.25@16.40; medium, 3.50@15.25; 
cull and common, 10.50@13.50: ewes, me- 
dium te choice (150 pounda down), 4.0¢ 
@7.00; cull and common, 1.75@5.25: feed- 
er lambs, good and choice, 12.75@13.50. 


Canners, 
Cutters, 
Butchers, 
Medium 
(00d fed 
Fat 
Bulls 


cows +t eeeeeeer ease 
fed steers 
steers ... 
cattle 


ducmnaey 3 i 
eeeeeeeeeeee 
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Kansas City, July 3.—Hogs, 8,000; actives 
top, 11.10. 

Cattle, 4,500; calves, 800, steady: steers, 
goud and choice, 13.85@15.50; fed yearl- 
ings, good and choice, 13.75@15.50: hetf- 
ers, 14.00@15.25; cows, good and choice, 
9.00@11.25. 

Sheep, 4,000, strong: lambs, good and 
choice, 14.50@15.75; ewes, medium to 
choice, 4.25@6.50, 

Cincinnati, July 3.—(U. 8S. Department of 
Agriculture.)—Hogs 4,100; held over .946; 
market generally steady; early bulk good 
and choice 180 to 300 pounds butchers 11.50 
@11.65; bulk 150 to 170 pounds 10.35@11.00; 
packing sows 8.75@9.25; pigs 90 to 100 
pounds 7.50@9.00. 


Cattle 275; calves 500; market generally 
steady; bulk grass cows 7.50@9.00: bulla 
strong; best sausage offerings around 9.25- 
atocker and feeder cattle unchanged; vealg 
steady; top 14.50. 


Sheep 1,100: lambe slow, barely steady, 
undertone weak; bulk better grade lambs 
14.50@15.50; medium and buck lambs sheep 
Steady; best handyweight ewes 6.00, 


Nashville, Tenn., July 3.—Cattle, 300% 
steady: heavy steers, $12@13: beef steers, 
$10.50@12.50; heifers, $10.50@13.50; cows, 
$U@10; feeders, $0@10; stockers, $7@11. 

ae 500: 10¢ higher: 300 pounds and up 
$10.20@10.65: 185 to 300 pounds, $11.10; 
130 to 185 pounds, $8.00@9.15; heavy pigs, 
$6.85; Het pees. $5.85; roughs, $8.15 down. 

Sheep. ; steady: choice standardized 
lambs, 70 pounds up $14; 60 to 70 pounds, 
$13.50: choice untrimmed lamba, 70 pounds 

, $13.50: 60 to 70 pee $18: good sec- 

$8.25: culls, 86@7; yeartngs, 87.50 
down: fat sheep, $4@5: common to medium 
$1@2: bucks. $3.50 down. 


New York 


COTTON 
STOCKS + BONDS. 


Copy of fortnightly 
Market REVIEW 
sent on request 


Private wire connections with 


Eastern, Southern, Western 
and Canadian Points , 
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ington, July 3.—(P)—Follow- 
‘ing the administration policy of end- 
government’s ship operating 
business, the shipping board today de- 


jecided to offer for sale three Atlantic 


Tines, including the last exclusive pas- 


Senger service, 


to line. 


. 


The Merchant Fleet corporation was 


* ordered to prepare specifications and 


% advertisements for bids for the sale of 
_ ..the lines totaling 23 vessels which 


-, 
is Pr 


<a . 
BS 
“i : 
ae 
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‘would cost approximately $85,000,000 
to rebuild. It is expected ‘that the 
ines will bring less than $25,000,000 
‘under the eight alternate plans of 
sale. 

' The United States lines operate in 
the north Atlantic-United Kingdom 
trade, while the American Merchants 
dines, a combination passenger-cargo 
Service, supplements the former in the 
ame trade and includes continental 
‘Europé. The American Palmetto line 


a operates in the south Atlantic and con- 


tinental European cargo trade. 

The six passenger ships of the 
United States lines and the five com- 
‘bination vessels of the American lines, 
along with the former German liners, 
the Monticello and the Mount Vernon, 
are offered for sale under practically 
every method of ship sales except 
chartering. When the United States 
dines were put up for sale in 1926, 
the only offer made was for chartering 
and this was rejected. 

T. V. O'Connor, chairman of the 
board, expressed hope that satisfactory 
bids would be received, but declared 
that, if the bids were unsatisfactory, 
the operation of the lines would con- 
tinue as at present. 

The plans for the sale of the lines 
do not include the reconditioning of 
the Mount Vernon and the Monticello 
by the government. Chairman O’Con- 
nor said, however, that, if the bids 
for the lines were rejected, the ques- 
tion of reconditioning them with the 
twelve million dollars available would 
be taken up then. 

It will require about two weeks for 
the Merchant Fleet corporation to pre- 
pare specifications and advertisements 
for the proposed sale, after which the 
shipping board will consider them. 
About thirty days of advertising will 
ensue, and it was indicated that the 
earliest possible date the board ex- 
pects to reecive the bids is about Sep- 
tember first. 

“If these three lines are sold, the 
shipping board will have reduced its 
lines to 21 cargo services of 230 ves- 
sels, and will have withdrawn entire- 
ly from the pasesnger service. 


Leviathan Included. 


At the present the United States 
lines comprise the steamers Levia- 
than, George Washington, America. 
Republic, President Harding and 
President Roosevelt, while the Ameri- 
ean Merchant lines ships are the 
‘American Merchant, the American 
Banker, the American Shipper, Amer- 
ican Trader and American Farmer. 

The various sale plans include al- 
ternatives to the bidders of a guaran- 
teed operation period of five or ten 
years. The first of the eight alterna- 
tive plans is for the sale of one com- 
bined line of the present vessels, while 
the second plan would include the 
Mount Vernon and Monticello. Under 
the third plan, the purchaser would 
buy the present lines and agree to 
construct two new ships suitable for 
fast mail service. 

The fourth plan calls for the sale 
of a combined line and either substi- 
tuting the Mount Vernon and Monti- 
cello or two new ships for the Presi- 
dent Harding and the President Roose- 
velt. | 

The fifth proposal-is fof the sale of 
the United States lines alone together 
with the Mount Vernon and the Mon- 
ticello or the addition of two new 
vessels 

Performance Guaranteed. 

Under the sixth plan any or all of 
the vessels of either of the services 
or the Mount Vernon and Monticello 
may be purchased. 

The vessels of the American Mer- 
ehant line are offered for sale under 
the seventh plan, while the eighth 
proposal provided for the sale of the 
Americaht Merchant line’s vessels for 
operation from any nerth Atlantie 
port other than New York to the 
United Kingdom and English channel 
ports, 

Under the terms of sale proposed 
for the American Palmetto line, the 
‘purchaser would be required ‘to guar- 
antee a minimum of 24 round voyages 
a year for a five-year period. This 
line now is operated by the South At- 
lantie Steamship line, with headquar- 
ters at Savannah, Ga., and the vessels 
have an aggregate tonnage of 79,637 
tons. The ships are the Coldwater, 
Liberty Glo, Fluch Spar, Magmeric, 
Choharie, the Shickshinny, Sundance, 
Tulsa, West Haven and West Ma- 
homet. 


MACON MAN NAMED 
GENERAL MANAGER 
CAROLINA UTILITY 


Charleston, S. C., July 3.—(#)—~ 
F. P. Cummings, of Birmingham, Ala.. 
was elected president ‘of the South 
Carolina Power company at a meet- 
ing of the board of directors held here 
today. L. A. Magraw. of Macon, Ga., 
was chosen vice president and genera] 
manager. 

Mr. Magraw will be in active charge 
of the company’s affairs here, taking 
over the duties of Stuart Cooper, who 
resigned as president. 

Mr. Magraw was elected a director 
and M. 8. Lewis, of Charleston, was 
chosen secretary of the company. W. 
King McDowell, of Charleston, re- 
signed as a director. 

Mr. Magraw for several years has 
been executive vice president of the 
Central Georgia Power company, Ma- 
con Railway and Light company and 
the Macon Gas company. He will re- 
tain his official connections with the 
Macon concerns but will live here. 


NEGRO POET IS HOST 
AT BIRTHDAY PARTY 


\ R. B. Williams, local negro poet 
nd writer, was host Monday night at 
is home, Auburn avenue, at a 

birthday celebration attended by near- 
ly 100 friends and relatives. An 
elaborate program was presented, in- 
cluding several musical numbers by 
the choirs of the Bethel church. 


FULL FASHION HOSE 
_ ‘MILL FOR GRIFFIN 


_ Griffin, Ga., July 3.—(Special.)— 
The interests that operate the Griffin 
Hosiery mill have made arrangements 
to build a ag mill here to make full 

shion silk hose. 

This will be the first mill of the 
kind in the state. Work will begin 
at once on it and it will open for 


October 1. 
sin oer ite om 
: west of. ; 
Sg ag ee resident of the com- 
pard III~is vice 
Williams is sec- 


w mill will 
ily trained in 


beat and Davis 

retary and treasurer. 

The Myre Aine of the 
“al workers 


Be the United States lines. handled in Milledgeville. The 
_ an .the American Merchant lines and | ine dealers immediately filed a peti- 
_ ‘the American Palmet 


| spondency over 


City in Georgia | 
Plans To Retail 


Gasoline at Cost 


Milledgeville, Ga., July 3.—(Spe- 
cial.) —Miledgeville city. council is go- 
ing to install a municipally-owned fill- 
ing station immediately. 

Several weeks ago council passed a 


tax of 1 cent per gallon on all gasoline 
gaso- 


tion for injunction and Judge James 
B. Park granted a temporary restrain- 
ing order and set July 10 as the date 
for permanent hearing. 

Council, at its meeting Monday 

night, instructed the city attorney to 
refrain from contesting the injunction 
and allow the order to be made perma- 
nent without objection. 
At the same time council appointed a 
committee composed of aldermen and 
Adrian Horne, J. T. King, Sr., and! 
Dr. Lott W. Lee to select a suitable 
site and arrange for the immediate in- 
stallation of a municipal gasoline fill- 
ing station at which gasoline will be 
retailed to the public at cost. Gaso- 
line will be bought in carload lots and 
retailed to the general public and, be- 
ginning January 1, a prohibitive tax 
is planned for wholesale and retail 
gasoline dealers in Milledgeville. 


BISHOP FLIPPER 
SPEAKS TO A. M. E. ° 
MINISTERS’ UNION 


Bishop J. S. Flipper, of Florida, 
formerly of Atlanta, addressed the At- 
lanta A. E. Ministers’ union at 
the monthly meeting held Tuesday at 
Big Bethel church. Bishop Flipper 
has retained his membership in the 
local union. Bishop W. A. Fountain, 
of the Atlanta district, also spoke in 
behalf of the “S O SS” eall, in re- 
gard to the convention to be held here 


+ + 


| August 15. 


A summary of the past month’s 
activities was read, including the re- 
port of the progress on the New Hope 
church, which is under construction. 
Plans were completed for the cam- 
paign to clear Morris Brown univer- 
sity from debt. 

The Rev. R. J. Jefferson, pastor 
of the First M. E. church, ¢olored, of 
Marietta, Ga., was appointed chairman 
of the Current News committee to 
succeed Dr. W. G. Alexander, who 


GERMAN CABINET 


has been transferred to Jacksonville, 
Florida. | 


| 


|\DR. GRAY TO HEAD | 


PROGRAM TONIGHT | 


AT DRUID HILLS: 


Dr. B. D. Gray, executive secretary 
of the home mission board of the 
Southern Baptist convention, a posi- 
tion he has _§ filled for twenty-five 
years, will be principal speaker at the 
Druid Hills Baptist church at & 
o'clock tonight in the week cf spe- 
cial services marking opening of the 
new building. 

Others on the program will be 
James W. Merritt, business manager 
of the Christian Index, who will read 
the scripture lesson; W. P. Ander- 
son, superintendent of the Georgia 
Baptist Orphans home; J. B. Frank- 
lin, superirtendent of the Georgia 
Baptist hospital, and Dr. Spencer B. 
King, state superintendent of mis- 
sions, who will offer prayer. Spe- 
cial music will be furnished by the 
choir of the church. 

Thursday night will be “Atlanta 
night’ with Mayor I. N. Ragsdal2 
and Dr. L. R. Christie as principal 
speakers. Friday night will be 
“Church night” with local church lead- 
ers speaking, followed by a reception 
to Dr. and Mrs. McConnell. 


FOUR-YEAR TERM 
IS GIVEN ODDER 
IN NARCOTIC CASE 


Sentence of four years in the peni- 
tentiary, one of the heaviest sentences 
meted out i: federal district court this 
term, was imposed Tuesday on Taft E. 
Odder, who pleaded guilty to charges 
of concealing and selling morphine. 

It was said that approximately 43 
ounces of morphine were captured 
with Odder, 


BROKER FOLLOWS 
WIFE TO DEATH 
VIA SUICIDE ROUTE 


Chicago, July 3.—(@)—John F. Is- 
bell, wealthy Chicago investment bro- 
ker, followed his wife to death by 
suicide last night. He died in a hos- 
pital at Kendallville, Ind., 15 hours 
after he had fired a rifle bullet into 
his head. 

The suicide was attributed to de- 
marital difficulties 
and ill health, He had _ recover- 
ed only recently from two bullet 
wounds his wife inflicted upon him as 
he entered her apartment in search of 
divorce evidence. Mrs. Isbell ended 
her life with gas a month ago. 


Miss Peacock Named 
Assistant at Camp 
Of Salvation Army 


Miss Olive Peacock, recently ate | 
vated to rank of “General’s Guard” | 
in the Salvation Army Life Saving 
Guards, character building organiza- 
tion for girls, has been appointed a 
camp assistant at the Salvation Army 
camp for poor mothers and children 
at Milwaukee, Wis. She will spend the 
summer there assisting in the care 
and instruction of tenement mothers 
who are given health training and 
recreational opportunities by Milwau- 
kee supporters of the army’s work, 

Miss Peacock became the first 
“general's guard” in the south after 
passing tests in first-aid, home nurse 
ing, child care, cooking, sewing and 
other homemaking arts. 


NEGRO BAND TO PLAY 
IN WASHINGTON PARK 


The Dokey band, negro musical or- 
ganization, will give its second con- 
cert of the season in Washington 
park from 3 to 5 o'clock this after- 
noon. A number of concert marches, 
two cornet solos and several popular 
melodies will be included on the pro- 
gram. C. Riley i- director of the 
band. 


CHILD IS INJURED 
IN AUTO ACCIDENT 


Robert Gray, 7, of 736 Edgewood 
avenue, was slightly bruised early 


Tuesday morning when he was 
knocked down by an automobile driven 
by Mrs. Irene Hurst, of 236 Adair 
street, Decatur. 

The accident occurred on Edgewood 
avehue near Waddell street, and Mrs. 
Hurst carried the child to Grady hos- 

ital, where he was treated and al- 
wed:to go home. According to wit- 


esses, the child ran in front of the 
secs lie and no case was: wants 


against the driver. 


PLEDGES REFOR 


Berlin, July 3.—(4)—Dr. Hermann 
Mueller’s coalition cabinet made its 
bow to the reichstag today with the 
longest. declaration of policies submit- 
ted by any cabinet in recent years. 

The new government promises a mul- 
titude of reforms, especially along so- 
ctal, labor, taxation and democratiza- 
tion lines, pledged loyalty to the 
League of Nations and _ international 
conciliation and promised to continue 
Dr. Gustav Stresemann’'s foreign pol- 
icies. 


Praises Kellogg Paget. 


The declaration praised Secretary | 


Kellogg’s pact for the outlawry of war, 
urged the fixing of the final sum vf 
reparation payments, demanded -vac- 
uation of the occupied areas, pleaded 
for disarmament and attacked the pre- 
vailing system of protectionism. 

The communists, as usual, greeted 
the new chancellor with derision, 
while the extreme right laughed scorn- 
fully at his references to the League of 
Nations and international conciliation. 
All the members of the cabinet were 
present except Dr. Stresemann, who is 
ill. 

The chancellor announced that his 
foreign policy would be aimed at 


SENATORROBINSON 


peaceful conciliation, with renuncia- 
tion of all ideas of revenge. He con- 
tended that occupation of German ter- 
ritory by the foreign powers was a 
barrier which “stands in the way of 
establishing a real rélationship of 
mutual trust between peoples.” 


Universal Disarmament. 


The fact that Germany was the first! guests. 


WINS GOLF WATCH 


Little Rock, July 3.—(#)—Playing 
with two ministers, one a Methodist 
bishop and the other a Presbytegian 
pastor, as partners in a fivesome, 
Senator Joe T. Robinson today was 
winner in his first golf match since 


he received the democratic vice presi- 
dential nomination, but only by virtue 


of handicaps imposed on one of his | 


opponents. 


Robinson’s brother-in-law, Grady 


Miller, and A. B. Banks, Little 
Rock 
ator Robinson, Bishop H. A. 
and the Rev. Hay Watson Smith. 
The game ended in a tie but Senator 
Robinson’s forethought in imposing a 
one-stroke handicap on Miller on 
three holes saved the day for him. 

By the time they finished the ninth 
hole the hot sun constituted a_ per- 
suasive argument in favor of suspend- 
ing the game. 


CANADIAN FLIER 
ENTERTAINS EIGHT 
GERMAN ‘ENEMIES’ 


London, July 3.—(United News.)— 
Colonel Bishop, the Canadian V. C., 
gave one of the strangest dinner par- 
ties on record Monday night when he 
entertained eight German war aces. 
Several of his guests had been bitter 
enemies of Colonel Bishop in air duels 
during the world war. 

Captain Carl Belle, leader of 
famous Boelcke squadron, who shot 
down 36 machines, was one of the 
Bishop had a record of 


4 


state to agree to the American anti-' German craft to his credit. 
These two airmen recalled the fight | 
in insisting that a plan for the con-;over Ypres in 1917—in which each | 
summation of universal disarmament’ tried unsuccessfully to bring down the 


war pact justified Germany, he said, 


should be taken up seriously. 

The chancellor promised that his 
government would do everything pos- 
sible to expand Germany’s foreig.: 
trade relations and that he would seek 
to bring about lower tariffs by inter- 


national agreement. 


SUBMARINE S-6 
RUNS AGROUND; 
SHIP UNDAMAGED 


7 


%ortsmouth, N. H., July 3.—(P\— 
The submarine S-6 went aground on 
Moose island off Jonesport, Maine, at 
12:40 p. m. today, according to in- 
formation given out at the navy yard 
here. The submarine reported 
was not damaged and expected to 
float off at high.tide. 

The S-6 left Portsmouth at day- 
break for Jonesport to take part in 
the Independence day activities there 
tomorrow. It was not known whether 
she was running submerged when she 
struck the island which is one of a 
group near the entrance to the Jones- 
port harbor. 

Navy yard authorities here said 
there was no cause for alarm and that 
the S-6 probably would finish her trip 
in the morning. 


NEW “FAR NORTH” 
POINT IS REACHED 
BY PHONE SERVICE 


Telephone connections for American 
subscribers will reach a new “farth- 
est north” with extension of trans- 
Atlantic telephone’ service to Oslo, 
Norway, on Friday, July 6. The Nor- 
wegian .capital which has. figured 
prominently in organizing relief ex- 
peditions for Nobile and Amundser 
is itself only 30 degrees from thé north 
pole in a corresponding latitude to 
the upper part of Hudson's Bay in 
North America. 

The rate for a call from Atlanta to 
Oslo will be $55.50 for the first three 
minutes and $18.50 for each addition- 
al minute. The hours of service will 
include the period from 4:30.a. m. 
to 8 p. m. eastern daylight saving 
time, which will correspond to 11:30 
a. m. to 3 a. m. in Norway. 

The city of Oslo with a population 
of 250,000 has a remarkably high 
development of 45,000 telephones or 
over 17 per 100 population. 


WORKER IS KILLED 
BY ELECTROCUTION 
ON WIRE AT ROME 


Rome, Ga., July 3.—(Special.)—Ed- 
die Roberts was killed Tuesday after- 
noon when working at a transformer 
of the Georgia Power company on the 
corner of Fifth avenue and an ailey. 
Roberts was making a cut in, when in 
some way be was thrown against a 
high voltage wire and was suspended 
there several minutes before he could 
be gotten down. Fellow linemen, who 
were working within view, came and 
with a rope lifted the unconscious man 
from the wire. He was given artifi- 
cial respiration immediately and then 


taken to the hospital but physicians! 


said he had been dead several minutes. 

Roberts was married in January to 
Miss Jessie Haigwood. He had work- 
ed for the Georgia Power company 
two months. He is said to have come 
to Rome from Alabama. Funeral ar- 
rangements had not been completed 
late in the afternoon. 


FRENCH AIRMEN 
SEARCH MOROCCO 


| FOR MISSING PILOT 


Casablanca, Morocco, July 3.—(4)— 
French airmen were searching the fog 
covered desert coast south of Cape 
Juby today for Pilot Reine who 
has been lost since Saturday when he 
left Dakar carrying South American 
mail destined for Paris. 

The region in which the search is 
being conducted 
teine was once forced down and held 
for ransom for ten days by hostile 
tribesmen. 


FLOOD CONTROL 
VIEWS ARE AIRED 
ATBOARD MEET 


Vicksburg, Miss., July 3.—()— 
Flood control views and requests re- 
garding levees, spillway construction, 
flood heights and the proper consid- 
eration for the territory involved in 
Mississippi flood control operations 
were heard in practically an ail-day 
meeting here today before the flood 
control board headed by Major Gen- 
eral Edgar S. Jadwin, chief of army 
engineers. 

Thirty or more citizens, officials 
and flood enthusiasts generally from 
the lower valley conferred with the 
board on the various proposed levee 
building, spillways, diversion projects 
and surveys for the latter of which 
Major Jadwin asserted $1,500,000 had 
been appropriated by congress. 

After conferring for two sessions of 
three hours’ duration each today, the 
members of the flood control board, 
including Colonel T..H. Jackson, presi- 
dent of the Mississippi river commis- 
sion, and Carleton W. Sturtivant, ci- 
vilian engineer, planned to depart to- 
night aboard the steamer Mississippi. 


is the same where, 


| 


| 


other. 


TO LET CONTRACTS 
FOR NEW TEXTILE 
PLANT NEXT WEEK 


Rome, Ga., July 3.—(Special.)—J. 
K. Morrison, president, and TT. J. 
Kelly, vice president of the Brighton 
Mills company, of New Jersey, will 


capitalist, plaged with Sen- | 12 
s0az | ~ 


| 
: 


| 
| 


' 


| 


; 


the | 


kd 


reach Rome July 9 for the purpose | 


of letting contracts for the construc- 
tion of the new mill at 
This mill will be built to care for 
the movement from Allwood, N. J., 
where the company has had a unit. 


Shannon. | 
| 12: 
| 10:40 am.... 
| Arrives— 


R. A, Morgan, agent of the south- | 


she! ern unit at Shannon, has drawn plans 


and made specifications which will be 
submitted to the officials next week. 
The plans call for a cotton mill build- 
ing, three fireproof warehouses and 
100 mill cottages. These will be in- 
dividual homes, not the duplex or 
apartment style. 

The mill building will be a one-story 
structure of the most modern construc- 
tion known to the textile industry. 

The machinery of the Brighton mill 


at Allwood will be moved to Shannon | 


and additional machinery will be 
bought. The plan is to begin con- 
struction at the earliest possible date 


as it is hoped to have the work well | 


on the road to completion by the first 
of the year. 


CHURCH MEMBERS 
SIDE WITH WIFE 
AGAINST PREACHER 


Hawthorne, N. J.. July 3.—The 
congregation of Hawthorne Reformed 


church no longer desires as pastor the 
Rev. John R. Reeves, who has filed 
suit for divorce, naming a member 
of the choir as corespondent. The 
congregation, 9S to 2, voted against 


him. He is on a vacation with pay. 
His wife occupies the parsonage. 


STEAMER LANDS 
4MEN PICKED 
UP OFF FLORIDA 


Hohoken, N. J., July 3.—Bringing 
four Miami men she had rescued from 
a leaking motor boat 120 -niles off the 
Florida coast June 30, after they had 
drifted 24 hours with caly a can of 
salmon and a tin of water remaining 
in their craft, the steamship Essequi- 
bo, of the Pacific Coast line, docked 
today. 


MIAMI BURGLARS 
ROB WAREHOUSE 
OF OLD WHISKY 


Miami, Fla., July 3.—(/)—Bur- 
glars staged a raid on government 
liquor stores here last night estimated 
to be worth $500,000 and included the 
carload recently seized in the local 
railroad yards. 

The amount of liquor taken could 
not be learned today, but officials es- 
timated the loot at between 100 and 
150 sacks, saying the looters were very 
particular in that they carried away 
only the best grades of liquor. 

Burglar tools, a hack saw and ham- 
mer and soap used in deading the 
noise while cutting the locks were 
found by customs officers lying with 
the scattered sacks of liquor. It is a 
bonded warehouse and the customs 
service does not keep a watchman 
there, 


Woman’s Jewels 
Dropped on Street 
Returned by Finder 


Tampa, Fla., July 3.—()—Police 
today announced that they had re- 
covered $5.000 worth of jewels belong- 
ing to Mrs. BE. 8S. Cox, of West Palm 
Beach, lost here last Friday. 

The gems fell from Mir. Cox’: auto- 
mobile at a street intersection in the 
residential district. They were pick- 
up shortly afterwards by a man, whose 
name the authorities withheld. He 
did not report his find until yesterday, 
because, they said, he feared he would 
be accused of robbery. 


| Cartersville, Rome, Lafayette, Chattanooga. 


Butler Street Revival. \ 
Evangelist Ira T. Mitchell, noted 
negress preacher, will continue revival 
meetings at the Butler Street C. M. C. 
church, it was reported Tuesday. The 


meetings, which were started a week 
ago, are said to be attracting large 
gatherings. 


RAILROAD SCHEDULES 


Schedules Published as Information. 
(Central Standard Time.) 
ATLANTA TERMINAL STATION. 


Arrives— A., B. & C. BR. BR. —Leaves 


5:35 pm... Cordele-Waycross ... 7:50 am 
5:40 am.. Bwk-Tifton-Thosville .. 9:30 pm 


Arrives— A. & W. P. R. R. —Leaves 
New Orleans-Moutgomery 5:40 am 
.«» Newnen-Columbus ... 7:15 am 
: ..«« Montgomery Loeal .... 8:25 am 
2:05 pm New Orleans-Montgomery 1:25 pm 
7:40 am New Orleans-Montgomery 4.20 pm 
10:30 am... Newnan-Columbus 4:35 pm 
8:10 am... West Point Local . 5:35 pm 
:30 pm New Orleans-Montgomery 6:05 pm 


Cc. OF GA. RY. 
Mac-Sav-Alb-Thosvl 
Mac-Jax-Mi-Tampa 
Macon-Albany-Millen .. 

Maeon 
Macon-Jax-Mi-Tampa 
. Macon-Jax-Mi-Tampa.. 
Macon-Millen-Sav 
Macon-Albany .,,.. 


Arirves—SEABOARD AIR LINE—I 
8: Athens 

Birmingham-Atlanta .. 

N. Y¥.-Wash-Rich-Norfolk 11 39 

Birmingham-Memphis .. <°25 

N. Y.-Wash-Rich-Norfe & 8:00 

Hamlet-Monrve a Sze 

Birminghata 11:40 


SOUTHERN RAILWAY 
Cola-Wash-N. Y.-Ashev 
Anniston- Birmingham 
Greenville-Chariot*e 
Louis-K. C.-Bhain 
Valdosta-Brunswick 
Chicago-Clev-Detroit 
Rome-Chatta-Liaxcal 
Piedmont Limited ... 
Columbus 
Vald-Jax-Miami-St. 
pm Riehmond-Wash-N. 
Crescent Limited 
Rome-Chatt-Local 
Columbus 
Fort Valley 
... Macon 
Bham-K. C.-Denver 
Air Line Belle 
x-Heflin Accommo-x 
Cinn-L'ville-Detroit 
Macon-Valdosta-Jax 
Washington 
Vald-Jax-Miami-St, 
(15 am. Jax-Brunswick-Miami 
755 am Bham-Shreve-Ft. Worth 11:: 


Arrives— 
5:35 am... 
6:17 pm.. 
1:35 pm.. 
10:45 am 


—Leaves 
Pr 


eaves 

5:30 pm 
ao 
am 


pm 
4 TY; 


Arrives— 
720 am 

> pm. 

pm.. 

pm S8t. 

pm.. 

pm.. 

o> pm.. 


12 


am 
> am 


am. 
am.. 
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| BEST BUYS used care 


| DODGE BROTHERS dependable 


| tree. 


. HEm. 
pu | 


pm | 


~ Leaves ' 
‘10 am! 


ANNOUNCEMENTS : 


Lest and Found 10 


LOST, strayed or stolen, small white fuzzy 

dog with few black spots, black spot over 
eye, limps on one front leg; reward. HEm- 
lock 6379. 


SMALL brown dog, carries tail over back; 
lost at Stewart and Dill avenues; answers 
to name of Duke. Reward. WE. 3206-R. 


$25 REWARD. 
FOR return of screw tail female Bostes bull 
pup, brindle color, white breast and neck, 
left eye sore; answers name * .” . Call 
WaAtnut 1149 or MAin 5300. P. P. Jackson. 


AUTOMOTIVE 
Auhemabiies for Sale 11 


Frankliso Mvtor 
Car company. 481 West Peachtree. 


BUICK USED CARS—D. C. Black, 
Peachtree St. IVy 1860. 
CHEVROLET passenger cars and trucks 


31; 


John Smith Co., 530-540 W. Peachtree St. 


CHEVROLET—New and used. 
Chevrolet Co., 318 North Main St. 

fax 2303. 

CHEV RULET—Good used cars. 
Chevrolet Co.. 329 Whitehall 

nut 1412. 


F Air- 


Whitehall 
St. WAl- 


used vars. 
Lambeth-Eskridge Motor Co., 270 Peach 
IVy 4211. Sioa 
ESSEX coach, 1928 model, like new. Will 
sacrifice for eash or terms. Private own- 
er. WA. 6172, 333 Whitehall or residence. 
2038-J. 
F. BE. MAFFETT. LNC. Oakland Pontiac used 
ears. 505 W. Peachtree HEmlock Llod. 


HUDSON ESSEX used cars. Goldsmitb 
Recker Co... Inc., 230 Spring street. 

ner Harris) WAlnut 8718 Se SOM 

HUPIY’—New and used Thompson Cauthorn 
Mutor company 477 Peachtree. WAInut 

Y252. AES 

LINCOLN—Fine used cars. Rippey Motor 
Co., 435 Spring street. IVy (367. 

‘FOR SALE—Reo Flying Cloud demonstrator 
Call L. B. Locke, WAlnut 5977. 


GRAHAM-PAIGE CO. OF GA. 
;00D USED CARS. 
521 PEACHTREE. WALNUT 3951 
NASH used cars Martin-Nash Motor Ce., 
504 Peachtree street. 
OVERLAND—Willys-Knight. West Peach. 
tree at North avenue. Le Roux Motor Co. 
GOOD USED CARS 
ASBURY & HOLLOWELL, UNC, 
. Authorized Chevrolet Dealer. 
402 Peachtree. 1Vy 0507 
REO Flying Cloud demonstrator, good as 
Reo Sales & Service, 419 Peach- 


new 
ltree. WAlnut 6432. 


Following Trains Arrive and Depart 
PEACHTREE STATION ONLY 
Birmingham « 9:35 
Washington-New York 5: 
xDaily except Sunday. 


UNTON PASSENGER STATION. 
Arrives— GEORGIA RAILROAD 


5:35 pm 

x7:40 ain 

5:20 am. Charleston-Wilmington 
5:20 am... Augusta-Columbia 
xDaily except Sunday. 


2 a 
Cin-Chicaygo-L’ ville . 7:10 am 
. Cin-Detroit-Cleve .- 6:42 pm 
d Knoxville via Blue Ridge 7:40 am 
oO pm.. Knoxville-Cin-L’ville .. 3:10 pm 

Copperhill Local .. 4:10 pm 


a ae oe, ae EY 
Nashville-Chattanooga 
Chattanooga Local .. 
7:00 am.. Chatt-Nashville-St. L. . 
6:55 pm. Chatt-Nash-Chi-St. L. 
8:10 am.... Chatt-St. L.-Chil. 


BUS SCHEDULES 


PPP PAP PI PPP PP 


- 9:00 pm 
. 9:00 pm 


Arrives— 
:41 pm.. 
720 am.. 
7:30 pm 


—Leaves 


6:40 pm, 
11:30 am... 


BUSES TO ALL POINTS 
OUT OF ATLANTA 


from 
UNION BUS TERMINAL, 
118 Peachtree St. Phone WAlinut 6300, and 
UNION BUS STATION 
17 N. Forsyth St., WAlnut 3351. 
SAFE—DBONDED—COMFORTABLE! 
**Be Sure You Travel the Dixie Way’ 
Excursion Rates 25 to 50s off regular rates. 
DIXIE SAFETY COACH LINES. 


DEPENDABLE BUS SERVICE 
PIERCE MOTOR LINES 
ATLANTA, Macon, Tifton, Albany, Val- 
dosta. Daily service to all Florida points. 
BAKER BUS LINE 
Chattanooga-Atlanta Limited. 


SOUTHERN COACH LINE 
Newnan, LaGrange, Columbus. 
N 


BUS STATIO 
WALNUT 8549 


Forsyth St. 
ANNOUNCEMENTS 


Auto Travel Opportunities 


IF you are driving any place and want 
passengers call MAin 5283-W. 


DRIVING Kansas City Thursday: Hupp se- 
dan, 2 passengers. Mr. Osborn, 105 Luckie. 


DRIVING to cities named, Miami, Jack- 
sonville, New York and Baltimore. MAin 

5283-W. 

NEW YORK July 4. One passenger. One 
way, $15: round trip, $25. WAlnut 7037. 


TO ELKS’ convention, Miami, Friday: Mar- 
mon sedan will take five one way or 
round trip. Gayle, MAin 0252-W. 


Beaui J Aids 2 


A KEEN permanent wave that requires no 
finger waving, special for limited time, 
$10. Stamper’s Beauty Salon. DE. 8372. 


A PERMANENT that is lasting and pleas- 
ing, any style, $8. Over 2,500 waves in 
Atlanta, male and female operators. WUave 
your hair waved according to texture and 
your profile. We specialize in Eugene wav- 
ing. Hair tested free. Elizabeth's Beauty 
Parlor, 600 Forsyth bldg. IVy 8364 


A EUGENE PERMANENT WAVE a sape- 

cialty, given by Mrs. Marie Derrington, 
who has had eight years of experience in 
permanent waving, $8. Work guaranteed. 
Each wave has a lovely natural appearance. 
Manicuring, 50c; marcel, 75c: facial, $1 00: 
We do not find it necessary to reduce or 
have a special price for a limited time as 
our prices are very moderate. Only first- 
class work is done by experienced operators. 
Evening appointments. Derrington Beauty 
ge 323-324 Wynne-Claughton. WaAlnut 


92 N, 


ANSLEY BEAUTY SHOPPE. 
PERMANENTS. WALNUT 4449 


EUGENB WAVES—Special one month $10. 
Mrs. Bowles. 831 Gordon. WE. 3804. 


“KATHLEEN'S WAVES ARB BETTER.” 
1131 Hurt Bldg. iVy 1526 


SPECIAL—One week only: permanent waves 
by experts, $4. Guaranteed. IVy 6699. 


SPECIAL this week, $12.50, $15, nestle cir- 

culine; permanent Marcel, $5. Anthony 
Permanent Wave Salon, master of perma- 
nent waving, 619 Wynne-Claughton Bidg. 
[Vy 4781. . 


SPECIAL THIS WEEK. 
PERMANENT wave, $4.00. No better wave 
can be had at any price. Not a school, 
Hair tested free. Vanity Wave Shoppe, 

514 Forsyth building. IVy 6736. 


SPECIAL TWO WEEKS. 
EUGENB waves, $6.50: we use genuine Eu- 
machines and supplies. air tested 
. Mi-Lady’s Wave Sbop, 513 Forsyth 
Theater bldg. Ivy ' 


$10 PERMANENT waves, 
Beauty Parlor. 1Vy 8402; 


Personals i) 

AFTER swimming and golfing you need 
that masSage. Call MAin 1806-W. 

WILL BOARD children, no objections to 

baby where mother te emplored WA. 2158. 


LADIES— Reduce, professional, athletic 
method; doctors indorse class; private; 
reasonable. WAlnut 7172. 


MATERNITY HOSPITAL — Privat 
dential; children boarded. Mrs. 
Mitchell, 338 Windsor 8t., Atlanta. 


“Where-You-Can-Buy-it” 


—~ oa a oo 
DEarboron 9215. 


e, confi- 


THE 


CONSTITUTION 


wd 


CLASSIFIED RATES. 

Dafly and Sunday rates per line for 

consecutive insertions: 
ewseet pecccsestscive BO Oe 
Ads ordered for three or seven days and 
stopped before expiration will only be 
charged for the number of times the ad 
appeared and adjustments made at the rate 


earned. 

Special rate for yearly advertising upon 
request. 

Charge ade will be received by telephone. 

PHONE YOUR CLASSIFIED ADS and 
ask for ad taker. 

Phone for our messenger. 


WaAlnut 6565 


' CHARIS—Combination Corselet, $6.75. 


609 
Georgia Savings Bank Bidg. WAinut 7964: 


MASON & HAMLIN PIANO — Cable Piano 
company, 84 North Broad 8t. 


VICTROLAS—Cable Piano company, 8&4 North 
Broad St. 


6:10 pm | 


—Leaves | 


| STUDEBAKER—Used cars. Yarbrough Mo 
tor company, 565 Spring, HEn. 5142. 

, USED CARS—See Atlanta Cadillac company 

' 486 West Peachtree. 


¥-63 CADILLAC ROADSTER just been over- 
hauled in A-1 shape, $350.00 cash. Need 
| money, no dealer. WAI. 5918. 


WE TRADE automobiles. Robinson & Pick- 
| ett. Inc., Chevrolet dealers, Buckhead, At- 
lanta. HEmlock 4663. 

'25 SPORT MODEL touring car, sacrifice 

cheap for cash. S87 Cain street, N. E. 


1926 FORD TOURING. first-clasa condi. 
i tion. liheral terms 168 Marie*ta 8 

} 

' 


|} 1926 FORD roadster, balloon tires, A-1 con- 
| _ dition, $175. Terms. FRanklin 1079-W. 


' 1927 FORD roadster, 5 balloon tires, rumble 
seat. A-l1 condition. Terms. DEarborn 

2182-J. 

1928 CHEVROLET roadster, fully equipped, 
driven 2.000 miles. Liberal discount. Call 

DEarborn 2560-J. 


Aute Trucks for Sale 12 


RELIABLE C3ED TRUCKS, ATTRACTIVE 
PRICES AND LIBERAL TERMS. THE 
WHITE COMPANY, 70 BOULEVARD. N. E. 


1926 FORD truck with panel body, used 

. Rich, with 1928 tag and spare tire, 
exchange for light sedan. Call 
MAin 53839 or WAlInut 3380. 


Auto Tires and Tubes 14 


RHINO Tire company. Ivy and Cain.. WAI- 
nut 6992. 


” Deshiale, Greasing, Washing 17 


WEATHERLY SERVICE STATION 
DIXIE GAS. IVY AT BAKER 


Motorcycles—Sales and Service 20 


HARLEY-DAVIDSON New and nased. Cun 
ningham Motorcycle Co.. 128 W. P'tree. 


HARLEY-DAVIDSON motorcycle 19 motor: 
electrically equipped, balloon tires; $45 
cash, WEst 3289-R. 


— —- 


Wanted—Automobile 


BEST CASH PRICES 
For Good Late Mode! Used 
MORRIS MOTOR CO. 

338 Peachtree street Vy 0436 


CASH FOR USED CARS. CAMPBELL, 80 
CAIN STRERT, N B., WALNUT 9830 


CASH for late model Chevrolet coupe of 
coach 52 Houston street WA)nut G2R1. 


CASH for your used car Highest market 

prices paid J M. Harrison & So.. south's 
largest used car dealers. 125-131 Ivy street 
WAlnut 3066 3 


WANTED—25 late model fords. 
Finch at WAlnut 5147 

WILL pay casb for late model Fords, all 
types Wade. 269 North Boule 

vard. WAtlnut 5877 


$10 to $100 PAID for old cars, 
tion. Used parts for all make cars. 
Edgewood avenue. IVy 1770. 


BUSINESS SERVICE 


Building Contractors 


LET US REMODEL YOUR HOME TO SUIT 
YOUR NEEDS 
CRENSHAW & M'IVER. 
1008 CANDLER BLDG. WALNUT 8614. 


Bed Renovating 


ATLANTA MATTRESS CO. 
ONE-DAY SERVICE. 
HIGH-GRADE MATTRESS 
RENOVATING. 
Established 22 years. 
Satisfaction Guaranteed. 

IVy 3847. 327 Houston 8t. 


~ Building Materials 


WILLIAMS-FLYNT LUMBER COMPANY. 
LUMBER AND BUILDING MATERIALS. 
o™) ELIOTT STREET. N. W. IV% 1008 


18 


Call Joe 


any condi- 
446 


Cleaning, Dyeing, Renovating 


East Point. 


a 


_ the Moler diploma. Call or write Moler col- 


719 Healey 


cor: | 


BUSINESS SERVICE | 
House Repairing 


SCREENS. showcases, cabinets made, 251 
Marietta street. J. EB. Miller, IVy T9632. 


Window end House Cleaning | 
GEORGIA WINDOW CLEANING CO. 
Offices, Stores and Dwellings. WAlnut 6489 


' NATIONAL WINDOW CLEANING CO. 

GENERAL house cleaning, floor waxing. 
woedwerk and painted walls ned 

Work guaranteed. IVy 2346. 


Window Shades. Cleaning, Repairing 


LET US clean your «window shades te look 
like new. Csli FAirfazx 1170-2. 


EMPLOYMENT. 
Help Wanted—Female 32 


A WONDERFUL opportunity to ladies ex- 
perienced in direct selling. The Beatrice 

Dress has preven a popular seller. Apply 

Sth Avenue Styles, 227 Peachtree Arcade. 


BR A Moler trained beauty specialist. This 

business pays big money and you are al- 
ways in demand. Short time required. Day 
or night classes. Take advantage of Moler s 
reputation -and reap a life-time benefit from 


81] Forsyth, N. W. 


CAN PLACE immediately ten ladies, pleas- 

ing personality, whe can sell direct to 
wearer fine line men’s shirts, anderwear, 
new patterns; popular prices. Write or call 
building, Atlanta. 


DEMONSTRATORS. 


lege, 


OVER 25 
ply 706 Thrower building. 
EXECUTIVE SERVICE CO., 
NEW Atlanta firm, is seeking an entire 
office personnel consisting of typists, 
stenozraphers and dictaphoné operators. All 
applicants must be under 30 and above the 
average intelligence. Interviews strictly 
confidential. Open until 2 o'clock July 4. 
Call 513 Healey building. 


EXPERIENCED cook te live on place and 
help with nursing: must have good ref- 
erences. HEmlock 4730. 


GIRILS—Learn milinuery and be independent; 
complete six weeks’ course, $45. Specialty 
Shop, 122 Arcade Ovilding, Atlanta. 


MAIDS, cooks, nurses wanted. 418 Gould 
hdg. 

SOUTHERN EMPLOYMENT CORP. 
have experience in Hotel, Restaurant, 

Cafeterias, or Trivate Homes, and can) 

FURNISH GOOD REFERENCES -pply 2lo, 

KISER RLDG, 


WANTED—A 
family. Write Box 26, Lithia Springs, Ga. 
WANTED—Colored agents to work all of 
spare time. This is your chance to make 
$25 or more per week. Write manager, 41% 
Boling Jones Bidg., Atlanta. 


Help Wanted—Male 33 


BE A Moler trained barber. Earn big money. 

Have a steady job. Be your own boss 
Moler will train. you so these ch.ngs re 
within your reach. Day or evening classes. 
Take advantage of Moler’s reputation and 
reap a life-time henefit from the Moler 
diploma. Call or write Moler ccilege, 81 
Forsyth, N. W. 

EXECUTIVE SERVICE CO., 


NEW Atlanta firm, is seeking an entire 
office personnel consisting of office clerks, 


accounting clerks and assistant bookkeepers 
All applicants must be under 30 and above 
the average intelligence. Interviews strict- 
ly confidential. Open until 2 o'clock July 4. 
Call 513 Healey building. 


FREE l \)OKLETS—*“‘How to Secure Ac- 
counting Positions.” Write Uv. B. Balley. 
Oo. P. A., Hurt buiding, Atiapta. 


HAT SALESMAN WANTED. 
SALESMAN for nationally advertised felt 
hat line to cover entire states of Georgia 
and Florida, with the exception of Jackson- 
ville. To travel on commission basis, F-3049 
Constitution. 


HAVE fine territory deal for a man who 

ean demonstrate and sell Rottler equip- 
ment to garages and jobbers. See Mr. Hines, 
Hotel Imperial, between hours of 6 p. m. 
and 8 p. m. Thursday and Friday this 
week, 


LEARN barbering. Terms $6 per week for 
course. Must enter during July. Atlanta 
Barber college, 143 Mitchell St. 


MAJOR OIL COMPANY wants man capable 
operating as industrial oi] salesman and 
lubricating engineer in North Carolina. 
Write H. W. Linneen, 1161 Orme Circle, 
Atlanta, in detail past experience, present 
employment, when available, and salary ex- 
pected. Automobile desirable but not neces- 
sary. 
MEN, work on train; 
ment. Terminal Station, 
terstate Co, 


—————— 


chance for advance- 


If you | 


cook for two months, small | 


downstairs, In- | 


FINANCIAL 
Leans on Rea! Estate 40 


ATTRACTIVE LOANS. 
JEFFERSON LOAN SOCIETY 
8 AUBURN AVENUE. 


CUMRERLAND REALTY @& LOAN CO. 
Wrnne-Claugbton Bidz WAlnut 2350. 


ee 


“DISAPPEARING 
MORTG AGES” 
JUST LIKE RENT. 


THINK OF IT—$10 per month per 

thousand includes principa! and in- 
terest until paid in full. Cheaper 
than paying rent: more convenient 
for the man with a monthly income 
and safer for you because the «n- 
tire mortgage does not fall due at 
one time. 


c.? 


JEFFERSON MORTGAGE 
COMPANY, 
INC. 
60 Broad St.. N. W 
WAlnut 0815. 


for special work: good pay. Ap-} 


FIFTEEN-YEAR LUAN, 66. 
Trust Company of Geurg'a, WAinut 1671. 
FIRST MUOKTGAGES MADE 
And Purchase Money Notes bought, 
: . © ALSTON 
1204 Cicizena & Southern Bank Bullding. 


FOR OTHER automobile. furniture, pianos 
pa... indorsement loan ads see classified 
splay. 


I~F YOU WANT quick mortgage money on 


Atlanta real estate see me. Geor Fe 
Moore, 315 Healey Bidg. = 


LOANS—Central property, 
cent; residential and business roperty. 
W. B. Smith, WAlnut 8381, 83 Walton, 


LOANS on real estate. Funds to loan on 
improved city and subarban proverty; cur- 
rent rates We also specialize in sale of 


54 and 6 per 


| city and farm rpoperty. WAlnut 2023. 8. W. 


Carson. 414 Atlanta Trust Co. Bidg. 


MONTHLY or straight loans on Atlanta and 

— real estate. Low rates and lib- 
eral repayment features. Mortgage Bond 
& Trust Co., 16 Walton street. 


MORTGAGE loans, insurance. McKinney 
Mortgage & Investment (o., Hurt Bldg. 


MONEY ON 
REAL ESTATB. 


WE have several funds rangirg from $1,- 

0v0 to $5,000 to lend on first mortgage. 
Will consider well located vacant lots and 
close-in acreage. 


B. GAY CO. 


= 
1012 Grant Bidg. WaAlnot 5678 


PURCHASE MUNEY NOTES BOUGHT. 
And Second Mortgages Made. 

WOOLFORD REALTY COMPANY 
306 McGlawn-Bowen Bidg. 


REAL ESTATE—We bave money on hand 

to made loans at current rates Adair 
Reaity & Loan Uo., realtors. Healey build- 
ing, WAlnut 0100, Atlanta, Ga. 


53 AND 8$ loans, 
Ww. 


Chas, 
WaAlnut s9w. 


fire insurance. 
West, Healey Bldg. 


Loans Up to $300 at 343% 40-A 


BORROW on your diamonds, lowest rates, 
strictly confidential. 2 Broad 8t., 8S. W. 
FOR OTHER automobile, furniture, pianos 
and iudorsement loan ads see classified 
display. 
LOANS on indorsement at 334. Confiden- 
tial, prompt service. Fidelity Investment 
company, 805 Georgia Savings Bank Bldg. 


— 


Salaries Bought 41 


SALARIES BOUGHT—Quick, ready money. 
203 McKenzie building. 


SALARIES BOUGHT — No §indorsements. 
Federal Investment company, 204 Peters 
building. 


» INSTRUCTION 


Correspondence Courses 


42 


MEN, become fireman, brakeman, colored 

train or sleeping car porters; experience 
unnecessary; $150-250 month: good roads. 
Write Inter. Ry., Dept. 8, Indianapolis, Ind. 


MEN, 18-35, $1,900 year; railway postal 

clerks; steady; sample coaching free; 
write immediately. Frank! Inatit ute, 
Dept. 43-K. Rochester. N. ¥. 


NEAT appearing, high-grade, seasoned: sales- 
man. 430 Trust Co. of Ga. Bldg. 


PERMANENT position for capable men to 
learn our business completely through 
training. If capable will be assistant man- 
ager in the fall at a starting salary of $250 
per month with additional bonus and com- 
mission, hardwareg married men preferred, 
23 to 40 years, car necessary, dignified 
work, not canvassing. 
i446 Spring street. 


VRINTING salesman who can sell direct- 

mail advertising as well as commercial 
printing. Good opportunity for a producer. 
Give full particulars and reference in first 
letter. Confidential. F-3048, Constitution, 


SALESMAN experienced for large and na- 

tionally known confectionery manufacturer 
to call on candy jobbers; we want a man 
with a following who can command a large 
income, substantial weekly drawing account. 
Reply in confidence with complete details. 
F-3051, care Constitution. 


SALESMEN and women wanted tonight 8. 
Room 401 Peachtree Arcade. 


SOUTHERN EMPLOYMENT CORP. If you 
have experience in Hotel, Restaurant, 
Cafeterias, or Private Homes, and can 
FURNISH GOOD REFERENCES apply 215 
KISER BLDG. 


WANTED—Two neat-appearing younz men, 
permanent, good pay. 506 Silvey Bldg. 


WANTED—200 colored, intelligent young 

men and women; attractive proposition. 
See Mr. Edney between 10 and 4 at Alex- 
andria apartments, 28 E. Alexander street. 


WANTED—Five salesmen, work Atlanta ter- 

ritory and vicinity: with or without car. 
Apply 810 Tanner street, Edgewood st Fort 
street, one block. 


) WANTED—Men for ocean liners; see the 
world free. Good pay; no experience re- 
quired. Send addressed envelope for repty. 
Box 122-A, Mount Vernon, N. Y. 
WE HAVE OPENINGS 
FOR MEN OVER 21 YRS. THAT WILI 
WORK AND CAN DRIVE AUTOMOBILE. 
EXPERIENCE NOT NECESSARY. APPLY 
62 B KLLIS ST. 


HATTERS—Satisfaction guaranteed; mail 
orders given prompt attention. Acme Hat- 
ters, 35 South Forsyth street. WAlnut 7202 


Luggage Maae and Repaired 


ROUNTREE'S. 
109 WHITERAILL 8ST WALNUT 6914. 


Moving end Storage 


A.A. ROBBINS TRANSFER COMPANY 
moves you for $3 a load. MAin 1916-W. 


~~ CATHCART VAN & STORAGE CO, 
134 Houston 8t.. N. E WaAlnut 7721. 


WE MOVE, pack and store pianos. Ludden 
and Bates, 80 North Pryor street. 
Plumbing and Heating 


GEO R. BENNETT—25 yenre’ practical 
experience, 1498 Murphy, 8 W. WEst 
3905. 


. 


Painting, T-ating, Papering 


INTERIOR and exterior painting, plaster 
ing, rooms tinted $2 to $5. WEst 0630-J. 


Ww. OSBURN, painting and papering, 
guaranteed. 290 Spring WaAlnut 8108. 


—— —_— = 


PAINTING and decorating: first-class work. 
. Estimates gladly furnished. IVy 1781. 


PAINTING, TINTING and plastering. W. 
M. Carroll. DEarborn 1322. 


PAINTING, papering, tinting, 
pair work. Guaranteed. J 
WAlnat 9177. 

Repairing, Refinishing, Upholstering 

PHONOGRAPHS repaired; called for and 
delivered; reasonable price. WA. 0532. 


Roofing 


J. 


building, re- 
. Talley. 


Lost and Found 
FOUND—BOY'S BICYCLE. CALL MAIN 


IF PARTY who picked up Boston screw tail 
bull pup on gewood avenue will re- 

turn to 312 Gould building there will be no 

questions asked and Liberal reward paid. 


LOST—Bunch of keys. Reward. Dr. A. F. 
Link, -WA. 1101. 


LOST—Four keys on ring in Arcade post- 
office. Finder please telephone WAlnut 
6343 Thursday. 


10! 


QUALITY and prices can’t be beat. Acree 
Roofing company. WEst 2712. 
ROOFING—Cash or terms. IVy 4046, 
GUARANTEE ROOFING COMPANY. 


WwW. S. STROUD—WEst 3681; 22 years’ ex- 
perience. Call me and save money. 


Rocfing, Guttering, Feriring 


YOUNG *“MEN—Positions on ocean liners; 

travel, good pay; experience unnecessary: 
self-addressed envelope for particulars. 
Steamship Service Bureau, Mount Vernon, 
N. , 


Situations Wanted—female 36 


CAPABLE asteno.-bookkeeper of wide ex- 

perience. culture and refinement, open 
for responsible position. Address C-163, Con- 
stitution. 


EMPLOYERS—CALL ROYAL BMPLOY- 
MENT AGENCY, WA. 1693, FOR OFFICE 
MELP. 


PHONE BELLAMY Office Service, WAluut 
4763, when needing efficient, capable, of- 
fice help. 


at Situations Wanted—Male 37 


A SELECT LIST OF EXPERIENCED PEO- 

PLE HAVE REGISTERED IN OUR EM- 
PLOYMENT DEPARTMENT. They have 
furnished us with character references and 
good credentials. We only register good 
ones. It will be to your interest, to call 
Draughon’s employment department, WAI- 
nut 7572 and make kpown your wants. 
Draughon’s college is glad to render this 
service to the business interests of At- 
lanta. No charges are made to anyone. 
More than 400 positions filled by Draughon’s 
students alone since January 1. 


ee 


EXPERIENCED salesman desires good line. 
Must have expenses, can furnish car. Mr. 
Gates, Hotel Edison, IVy 8688 


WANTED—Position, admitted to bar is 

atate of Florida 1925: familiar with title 
insurance and property laws, Address D-376, 
Constitution. 


FINANCIAL 
Business Opportenitice j 


BUSINESS BROKERS. 

GEO. W. WARE & CO. 

In Business Forty Years. 
725 Atl. Ntl, 


a 


38 


Bank. WAlnut 1086. 


FOR ‘Business Opportunities,”’ see the 
GEORGIA BUSINESS BROKERS. 
616 Healey Bidg. WaAlnut 4117. 


BEST materials, lowest price on roofing 
and repairing. Call J. BE. Damas, IVy ¥017. 


HOUSE repairing, painting, screening, roofs 
put on and repaired. Call WAlnut 8400. 


LOST—Lady’s 
viaduct, containing between $30 
reward. WH8st 3720-M. 
LOST—Tortoise shell glasses, black case, 
inside 


Meyrowits stamped on case. Finder 
telephone HEmlock 2388. 


purse in Woolworth’s, near 
and $40; 


Kug Cleaning 


RUGS cleaned by band with Field's cleaa- 
er. Guaranteed not to injure the uap 
or remove stiffness from back of rug. 195 
Whitehall. IVy 4138. 


LOST on first half Black Reck golf course 

green gold open face watch: International 
movements. Dialed Latham and Atkinson. 
Initiale on back J. D. H.; $25 reward. GE- 
neva 8263-J. 


LOST—Silver 
Tuesday. 


vanity in Rich's rest room 
HE. 


Wall Papering 


J. B. HALEY. WALL PAPERS, 
388 W. Peachtree St., 1Vy 6026. 


J. L. BURNETT—Wall paper. Moved to 
177 Whitehall street. Phone IVy 3854. 
“Better Be Safe Than Sorry.” 


wa 2901-W nights. : 


| 


FILLING and service station, selling 18,- 
000 gallons gas, clearing around $400; long 
lease: price $1,000 cash, balance 


to suit. 
FOLSOM & ROOD. 
332 Healey Bidg. WAlnut 3223 


NEED services young man, some business 
experience, partuer in attractive office 


Apply 8 to 11 a. m.,' 


Musieal, Dancing, Dramatic 44 
BALLROOM dancing; practical, leading 


boo 


steps; summer rates. DEarborn 2632-J. 


DANCING course for $10. Private institu- 
tion. Evening appointments. Mra Strick- 
land, WAlnut 9436. 


LIVE STOCK 


Dogs, Cats, Other Pets 47 


BABY PARROTS, Cubans $14.95: Redheads 
$18; Yellowheads $25, Finger tamed, Pet- 
land, 284 Peachtree. 


Poultry and Baby Caricxs 49 


400 ONE-YEAR-OLD White Leghorns, now 

laying, Tie each, Apply Northside drive 
and Garmon road or cigar stand Henry 
Grady hotel. 


‘MERCHANDISE — 


Articles for Sale 51 


ALL kinds building material at reduced 

prices. No. 2 flooring and celling $27.50; 
framing and sheating $22.50 and up: No 1 
weather boarding $30: No. 1 common dressed 

rd lath $4.50; windows 1.50: 
French doors $7.50: panel doors $2. and 
up. Prices delivered in city. Everything 
first-class. — Lumber Co., 26 Jones 


ANTIQUE CLOCKS—Jacobds’ Sales Co., 45- 
47 Decatur street. WaAlnut 2876. 


ATLANTA AUCTION & COM. CO., INO, 
104-106 Pryor Street. 8. W. WAI. 6104. 
Buys and selis office furniture, store, sotel 
and restaurant fixtures and equipment; sise 

used household furniture. 


BARGAINS IN FURNITURE. 
BOOKSTEIN, 194 WHITEHALL 


BARGAINS—Slightly used leather hand 

bags, suit cases, wardrobe trunce. electric 
fans and iron safes. National cash regis- 
ters. Citizens’ Loan Association, 195 Mitch- 
ell street, 8. W. WAlnut 7352. 


BARGAIN in used samples billing machinse, 
adding machine end McCaskey account 

register and fireproof safe, Atlanta Sales- 

company. Phone WaAlnut 0992. 


FOR SALE—One set left-hand golf clubs 
and bag, practically new. Will sacrifice. 
Call Baxter, IVy 4653. 


MARKET FIXTURES—AII kinds, cheap and 

long terms. We need the room, see us. 
Atlanta Scale and Fixture Co., 879 White- 
hall. Phone WaAlnut 4024. 


RADIO BARGAIN 
COMBINATION phonograph and radio, all 
in one beautiful console cabinet. We will 
sell for the balance due us of $135, cash 
or terms. Ludden & Bates, 46 Pryor 
street, N. E. 


SIGNS of all kinds. Kent Sign company, 
new location. 26} Pryor, N. E. IVy 1938. 


SINGER. White sewing machines, practical- 
ly vew, $10 to $50. 182 Forsyth. 5. W. 
WaAlinat 7919 


SINGER, White or New Home sewing ma- 
chine from $25 to $40. 167 Whiteball 

street, 8. W. Phone WAlnut 9910. 

SPRAY PUMPS—Dust guns: all makes 
rumpe repaired: also water systems, Duna, 

734 Pryor street, 8. W., Atlanta, 

TYPEWRITERS—Underwood No. 5, L. 
Smith No. 8, cheap. G. M. Hunt, 

Gould bullding. IVy 1595. 


WE BUY and sell used 
Hopkin’s Rook Concern, 


ns Barber Supplies 62-A 


c. 
318 


religious books. 
141 Auburn. 


“MEMORIZE IT.” It pays to buy from B. 
' Forsyt 


& B.. 50 

Plsmbing Suppices S3A 

L tail; direct. 197 

Won & We Sickert, Plambiag, Supply 
company. ; 


h. & W WAlnut 7989. 


Bottle Supplies S38 
ECONOMY Bottle Supply Co., 153 Trinity 
Ave. Phone IVy 8533 We deliver — 


business who can invest $500. P. O. Box 
247, Atlanta. 


PRESSING club, doing good business, 617 
Spring St. HEmiock 98:20, 


Investments, Stocks, Bonds 


38-A 


Business end Office E.aipment 54 


_ CLOSING OUT large stock used office =. 
See us before - 


Prices right. 
‘OFFICE FURNITURE EXCHANGE, 
37 Forsyth St... N. W 


WAlnut 5639. 


ment. 


OFFER on 100 shares Atlanta Baltimore | LOT of transfer cases and letter files, 


company 6 per cent preferred 


stock. Will. trade f 


J Address 


A... half one _ same, 
i] equipmen . + Shipp, 
Mitchell St., Atlanta, Ga. 


werss oonereiGnan, ATLANTA, GA., WEDNESDAY, JULY 4, 192m. 


MERCHANDISE 


we ww eS SOS OS OSES ee eee 
Business and Office Equipment 54 


OUR STUCK of new aed aot office equip- 

ment is always comp 
NEWELL-THOMAS “OFFICE EQUIPMENT 
88-80 Walton St., N. W. | Walnut 2788. 
TYPEWRITERS—We sell, rent and repair 
rental rates to stu- 


: nut 
AMERICAN WHITING MACHINE co. 
G7 Forsyth St., N. Atlanta, Ga. 


15 Peachtree Arcade 


USED OFFICE FURNITURE. 
WE OFFER a large iot of miscellaneous 
used office. equipment consisting = eens, 
chairs, safes, files, etc., at low 
RNE DESK & FIXTURE COMPANT. 
S North Pryor Street. 


Coal & Wood 54a 


KIRKWOOD COAL CO. 
Phone Us For Summer Prices. 
COAL, COKE. Earborn 1705 


SATTERWHITE COAL CU. 
“More Heat Per Shovelful.”’ IVy 5496. 


Good Things to Eat 57 


FRESH DEVILED CRABS. 
for your picnic oe 
We deliver from a doz : 
IVy 17700. 


KIMBALL BUFFETT, 


Household Goods 59 


ANTIQUES—Six walnut dining chairs $50; 

handmade corner cupboard $80. They're 
reatonable. Little Antique Shoppe, 55 
Spring. 


GOOD used furniture cheap at 414 Edge- 
wood. Vittur Transfer & Storage Co. 


STOVES, furniture bought and sold. Repair 
all kinda stoves. ranges. T. C, Blanken- 
ship, 215 Peters 8t.; MAin 4208. 


THREE gas stoves, in good condition, 420 
_ Courtland. 


Must sell this week. 


Jewelry, Watches. Diamonds 60 


DIAMOND. blue-white, perfect, 
lady’s ring. $400 value, pawned 
sacrifice ticket $125. WaAlnut 5361, 


platinum 
$150; 


Musical Merchandise 62 


ALL BAND and orchestra instruments, re- 
liable repairing. inquiries solicited, Ritter 
Musie Co.. 54 Auburn avenue. 


a... COWBOY HAD TO BE CONTINUALLY ON 
GUARD AGAINST “SJSTLERS”, 
OF THE PLAINS WHO HOVERED ON THE FLANKS 
OF A HERD TO STEAL THE “STRAYS”. 

TIMES THE “RUSTLERS”. GREW BOLDER AND 
TRIED TO ELUDE THE WATCHFUL OUTRIDERS 
AND “CUT OUT” STEERS FROM THE HERD ITSELF 
UNDER COVER OF DARKNESS. 


LURKING THIEVES 
SOME- 


i... STGLEN CATTLE WERE DRIV 
TO SOME SECLUDED SPOT, WHERE THE THIEVES 
ALTERED THE BRAND WITH WHICH THE BEASTS 
WERE MARKED. THIS DONE, THE “RUSTLERS” 
SOLD THE CATTLE AT SOME FAR DISTANT MARKET 
WHERE THE ALTERATION OF THE BRAND WOULD 
NOT BE SO EASILY DETECTED. 


EN QUIETLY 


_= 


<— sane te tee Ste 


6 3 
| AND HORSETHIEVES BECAME 
THE SCOURGE OF THE “COW COUNTRY” AND THE 

RANCHERS UNITED TO PROTECT THEMSELVES 
ACAINST THE RAVAGES OF THESE OUTLAWS. 

AS SOON AS A THEFT WAS REPORTED, A HEAVILY- 
ARMED POSSE STARTED IN PURSUIT. 


SWIFTLY. 


‘Pape. AU 
IF OVERTAKEN AND CAUGHT WITH THE 
STOLEN PROPERTY, THE “RUSTLERS” USUALLY 
RESISTED DESPERATELY, FOR THE LAW OF THE 
RANGE MADE STEALING THE WORST OFFENSE, 
AND RETRIBUTION FOLLOWED INEXORABLY ANO 


— ——_— 


HIGH LIGHT S OF HISTORY The Story of the “Cow Country”—Part Vil by J. CARR OLE. MANSFIELD 


' 


TOMORROW—"THE ROUND-UP.” 


MERCHANDISE 
Wanted to Buy 66 


ROOMS AND BOARD 
Rooms With Board 67 


HOUSEHOLD GOODS. bought by Central 
Auction company. 10-12 East Mitchell. 
WAlnut ¥739. 


LARGE front room, connecting bath, con- 
vreniences. Gentlemen or business couple. 
WEst 0543-W. 


WE PAY highest price for men’s and 
ladies’ old clothes. MAin 5411-J. 


ROOMS AND BOARD 


Rooms Witb Board 67 


ATTRACTIVE room, meals: 
tlemen,. 426 Ponce de Leon. WAlnut 8309, 


ATTRACTIVE ROOM for two, connecting 
bath; meals. 751 Piedmont ave. WA. 0651, 


couple or gen- 


PIANO—Knabe upright, pass 1 $135. Carder 
Piano Co.. 27 Pryor St.. ! 


RENT A PIANO 

SPECIAL summer rates. $1 per week wil] 

rent a good Upright piano. If you decide 
fo buy within a year, the rent you paid will 
apply on the purchase, Investigate our spe- 
cial rent and purchase plan without obliga- 
tion to you. Ludden & Bates, 46 Pryor 
street, N. E 


VICTROLAS— Excellent 
used. Terms Bame's, Inc.. 
Trees and Nursery Stock 64A 


GEV. M. MURPHY CO.—FLOWERS. 
Pants, 734 Bonlevard, N. E. IVy 0677. 


condition, sjightly 
WAlinut 5776 


Wanted >o Buy 66 


B. BERNARD pays cash for used house 
furnishings. Phone [Vy 0572 


HIGHEST CASH PRICES 


HOUSEHOLD GOODS. 4. 
WALNUT 0448, 


PAID FOR 
AUERBACH, 


ATTRACTIVE large room, adjoining bath, 

refined, private home: excellent meals. 
Best north ‘side location; cool, comfortable. 
HEmlock 3878 


ATTRACTIVE room, 
necting shower: good meals; 
S00 Ponce de Leon Ave. 


BEAUTIFULLY FURNISHED ROOM, NEW 

PRIVATE HOME, EXCELLENT LOCA- 
——" BUSINESS COUPLE. HEMLOCK 
6620. 


BILTMORE scction, attractive room. ex- 
cellent meals, garage; senfi-private, $7.50. 
HEmlock 7423-J. 


COZY ROOMS—One with private bath, also 

sleeping porch. Breakfast and dinver. On 
car line. 75) Piedmont evenue. WAlInut 
0651 , 
DELIGHTFUL rooms with or without meals: 

modern; aito one small apartment. 661 
Spring St.. Biltmere vicinity. HEm. 3548. 


DELTA PLACE, N. E., 36—Nice cool room. 
special rate to 4 men. Home cooking. 

IVy 0765-J. 

FOURTEENTH ST, at Piedmont Park. 
rocm and board for men. HEm. 


sieeping porch. con- 
gentlemen. 


large 
3788. 


WANTED—Ruud water heater in good con- 
dition. "hone HEmlock 4639. 


A 


INMAN PARK—Nice front room, * meals, 
$30. WAM). 8107. 


Shopping Guide 


FEATH eo 


re 


This patented, adjustable garment 
and thighs, 
amartiy yet with comfort 
jectionable weight or warmth. 
find Charis ihe 


worn, 


Priced 


$6.75 
and up 


“CHARIS * 


Reg. U. S. Pat. OF. 


You scarcely feel the gentle touch and featherweight support of Charis. 


flattens the abdomen without pressure, 
and provides 


most satisfactory 


Garment 
illustrated 


the contour of bust, hips 
enables you to dress 
adequate support without ob- 
. Particularly in summer you will 
supporting garment you have ever 


corrects 


Charis is never sold 
in stores. It will be 
brought to you at 
home for demonstra- 
tion without obliga- 
tion. Write or tele- 
phone for an ap- 
pointment today. 


WAI. 7964 


CHARIS OF ATLANTA 


609 Georgia Savings Bank Building 


Copyright, 1928, Charis Corporation 


Williams-Flynt Lumber Co. 


250 Elliott, N. W. [Vy 1093 


Retail Dealers in 


LUMBER AND BUILDERS’ SUPPLIES 


BUSSE Y’S “The Old Hat Man’”’ 


Don’t Throw Away Your 
Last Year’s Panama 


There is a difference in cleaning hats. 
Our methods are the latest and most 
thorough in cleaning, dyeing and re- 
Shaping. Special attention given to mail 
order business. 
“Established Since 1879” 
We Know Our Business 


1093 Whitehall St. MAin 0634 


COAL 


“Good will must be 
earned.” Our good will 
is our most treasured 
4 asset. 
More Heat Per Shovel Full. 


SATTERWHITE COAL CO. 
Cor. Hunter and Fraser Streets IVy 5496 


LARGE, cool front room, semi-private home, 
gentlemen; twin beds, excellent meals; 
early breakfast if desired. HEmlock 2491-J. 


LARGE front room with private bath, ex- 
cellent meals; references. 881 Peachtree 
street, 


LOVELY FRONT ROOM, CONN. BATH, 

FUR 2 MONTHS, JULY, AUGUST; 2 
MEALS MRS. C. P, EDMONDSON, 835 
PIEDMONT AVE., N. E. 


NORTH SIDE—Nice, cool room, 
connecting bath, 2 er 3 business 


or _couple, reasonable. HEmlock “118 


= eee eee 


KORTH SIDE—Room, private | bath, 
adjoining bath, breakfast if desired. 


M6, 


PEACHTREE—Ideal location; front: 
connecting bath; excellent meals; 
ences, HEmloc k 6658, 


PEACHTREE, 759—Double and single | rou ; 
all conveniences; excellent meals, lVy 
3792-J. 
PRIVATE 
room, best 
couple. DEarborn 


SUITE—2-rooms, bath, delightful location, 
references. WAI, 6208. 328 Ponce de Leon. 


THE BROOKWOOD. 
16909 PEACHTREE—Nicely furnisfed front 
reom, adjoining bath, for family or couple 
with children iu refined home for paying 
guest. HEmlock 4426. 


WE EST END—Attractive room, 
ter, splendid meals, every 
WEst 3464. 


14TH ST., N. E., 

phere; room adjoining bath, 
ple; also young lady roommate, 
6440. 


twin beds, 
poepne 


room, 
ivy 


room, 
refer- 


attractive 
reasonable; 


HOME—E nusually 
meals, garage; 
2505. 


running wa- 
convenience. 


238—Hefined bome atmos- 
business cvuu- 
HEmlock 


311 PONCE DE LEON—Double room, con- 
necting bath; gentlemen; splendid meals. 
WAlnut 2485. 


699 PIEDMONT—Conples, 
bath, roum connecting bath, 
excellent meals. Sunday supper. 
6035. 


room, private 
two or three 
W Alnut 


786 PONCE DE LEON—Two connecting 

rooms and bath in attractive home; cen- 
reniences and good meals. Table board. IVy 
1675-W. 


REAL ESTATE FOR REN! 
Duplexes For Rent 73-A 


REAL ESTATE FOR SALE 


ODO 


Auction Sales $0 


REAL ESTATE FOR RENT 


Summer Resorts 79A 


CLASSIFIED DISPLAY | 


Real Estate 


Virgini 
$i, 150 nals ” 


TODAY'S BEST VALUES 
$6,000 Piedment 


t in 
tion. A mighty good 


two-story home 
~- Park section, 
level lot Gxita. 


$4,500 mie a in Kirk- 


level corner 
lot 90 feet frontage, bot 
pave ed. & h streets 


Investigate this, it’s a bar- 


Ave. section. 
value in nice 
six rooms and oe ths room brick 
bungalow, near Virginia Ave. school. 
$22,500 Druid Hills home. A 
’ oor nine-room home 
exeeptionally well located and worth 
the price. 
$3, 500 $150 cash. notes $20 per 
month, will buy new five- 
room home near car line, stores and 
school, 
SEE us if you want to bur, 
exchange. 


Ph f Fhopon be 


415 Candler Bldg. Realtors WA. 3985 


sell or 


Automotive 


BEAUTIFUL new colonial duplex 8 rooms 
and tile and shower baths. Every con- 

venience. Steam heat furnished. 844 Clemont 

drive, N, E. Dr. Holbrook, WAlnut 4829. 


Apartments Furnished 74 


small furnished 
reduced: hot weter, 
private bath, phone, 


apartment, 
lights, 
garage. 


DESIRALBE 

north side, 
linen, silver: 
WAlnut 9649. 


DELIGHTFUL 2-room apartment, north side; 
business woman or couple: $20. GE. 8082-J. 


FLEM Juniper and Tenth—4- 


FLEMING APTS., 
room furnished. DEarborn 2820-J. 


NORTH SIDE—Beautifu! 
aleo small apartment. 
N. E.. apt. Ne. } 


ONE room, kitebenette, 
veniences, very reasonable. 


SU BLEASE—Five-room 
$40, three-room $25 
WAI, 5041. 


THREE, four and te 
642 North Highland, N. E. HEmlock 4040, 


WK CAN supply os apartment, from 2 
to 5 rooms, instantly. by week, month or 
year.  WEst 1405-J. 


4-ROOM effciency, 2 Murphy beds, 
near Ponce de Leon, references. 
hock k 5996-J. 


468 } BOULEVARD, N. 
neat, 2-room, bath, 

porches. See apartments, 

time. WAlnut 38199. 


521 JACKSON, N. E.—Attractive 
rooms, private bath, hot water, 

lights, private home, couple only. 

OG6O. 

468 JACKSON ST... N. E.—Two furnished 
rooms, private bath, |. garage. WaAlnut 7472. 


790 VEDADO WAY—'To Sept. 10, attrac- 
tive, furnished, lower, 5-rooms, reasonable. 

WA. 7655. 

887 PONCE DE 
furnished, linen, 

5728. 

997 HIGHLAND 
rooms, Murphy beds; 

lock 3563-J. 


front apartment. 
504 Boulevard, 


bath, porch, all con- 
TiEm. 4348-J. 


apartment, porches, 
304 Forrest, N, E., 


rooms, $50 to $60. 


shower, 
HEm- 


E.—Attractive rate 
furnished apartment, 
7 or 203, at any 


three 
phone, 
WaAlnut 


rooms, fully 
4413 or 


LEON—Four 
silver. HE. 


three 
HEm- 


VIEW—Two and 
conveniences, 


74A 


Apartments Unfurnished 


Rooms Furnished 68 


ATTRACTIVE private home, desirable room, 
tile bath; fine neighborhood. HEm. 2713. 


CHESTERFIELD bachelor apartments, rea- 
sonable rates; all modern conveniences. 
Apply 21 Harris street, N. W., next door 
Capital City club. 
GOOL desirable room, 


veniences; private home; 
HEmlock 4255. 
DELIGHTFUL front room, adjoining bath, 


$20: meals optional. 1085 Columbia ave- 
nue, N. E., cerner Twelfth. HEmlock 0¥82-J. 


DRUID HILLS—Front room, adjoining bath; 
gentleman; business couple; garage. DEar- 
born 2698-J. 


FURNISHED ROOM, private home, near 
South Decatur car line, business couple. 
PEarborn 1939-J after 6 p. m. 


adjoining bath: con- 
near Biltmore. 


witb 
2723. 


apartmer’, 
W Alnut 


A BEAUTIFUL 4room 
Murphy bed. Price $40. 
W. L. & John O. ee 
BOULEVARD. N. 419—3-room 
ments, $35 to 357.50 Mr. Huiet, 
nut 2534. 


CHAT HAM COURT—Corner Piedmont and 
Third, 4 and 5-room corner apartments. 
First and second floors, all conveniences, 
references, reasonable price. Call HEm- 
lock 3152. 
COLLEGBK PARK—Small apartment, con- 
veniences, garage. 607 E. Harvard, fAir- 
fax 1706-W, wa 
CUMBERLAND ROAD, &827—3 ROOMS, 
PRIVATE BATH, GARAGE. GE. 8026-J. 
DESIRABLE apartments in all “sections. 
BK. M. Grant Co. WAlnut 1600. 
FOR APARTMENTS—Fitzhugh Knox & Son, 
Norris building. WAlout 8947. 233 Teach 
tree street. 


apart- 
WaAl 


GATE CITY HOTEL—142 Forssth street, S. 
W., clean, outside rooms, $3.50 to $5 week. 
GENTLEMEN desiring lovely room in quiet 
north side suburban home with fami)y th 
two, every convenience; breakfast optional, 
garage: reasonable. HEmilock 1007-W. 


GRANT park, bedroom, dining room, kitch- 
en, nicely furnished, $7.50. MAin 2993. 


MID-TOWN HOTEL — Rates $1.25- $1.5 50; 
large, clean, comfortable rooms: inspec- 

~— solicited. Weekly and monthly rates. 
y 18083. 


MORNINGSIDE—Cool upstairs corner room; 

practically private bath; owner's home: 
every convenience; quiet; gentleman. HEm- 
lock 6164-J, 


NEW BACHELOR apartments, 644 North 

Hiighland avenue, one room, bath, hote) 
service, $25 month, cafe in building, tadies 
and genrlemen. UEmlock 4040 or Him 
lock ¥21) nights. 


NORTH SIDE—Private home: front room: 
business girl; $15 month. HEmlock 2775-W. 


NORTH SIDE—Delightfully cool front room. 
private bath, private entrance, constant 
hot and iced water, gentleman. HEm. 5347. 


ee 


NORTH SIDE—Well furnished corner room, 
adjoining bath, garage. HEmlock 2561-J. 
NORTH SIDE—2 nicely furnished rooms; al! 
conveniences. Reasonable. HEmlock 6776. 


REX apy aay Luckie, next door to Y. 
M. A., rooms $3 to $5 week. 
WHIT FE APTS., 75 Harris St., 
running water, $3 to $5 week. 
WILL share 5-room apartment with couple: 

all conveniences. WAlnut 1524. 

149 THIRD ST., N. E.—Room® connecting 
bath: also single room. WAlnat 7172. 
384 EIGHTH garage: 
near car ine and bus. 7961. Ww. 


N. B.. 


ST.—F urnished re room, 
HE milo ae 


oo 


1956 . JU INIPER—Lovely room, private home: 


ali conveniences, $20. HE. 0984. 


tiousekeeping Rooms, Furnished 69 


and 3-room apartments, 
conveniences, rea- 


ATTRACTIVE 2 
completely furnished, 
sonable. MAin 0875-J. 


BILTMORE section, bedroom, kitchen, pri- 
vate bath, extra om 6-A Third, N. 
W. HEmilock 3421-V 


EUCLID AVE.—Two or 3 rooms, kitchenette: 
private entrance, garage, adults. 1Vy 4031-J. 


INMAN PARK—246 Elizabeth etreet, three 
rooms. completely. furnished, reasonable. 
IVy 1667. 


Oppo- 


FIVE ROOM apartment with porch, 
HEm- 


site Piedmont park. Reasonable. 
lock 4755. 


FOUR ROOMS $40. 
ONE BLOCK from Virginia avenue anda 
Highland; second floor: heat, hot. cold 
water furnished: private entrance. H. KE. 
Craig... WAL O879, Residence; WAI. 0100, 
Business. 
GOLDSMITH Apts., north side: 6 rooms, $ 
porches: references required. HE. 3462. 


GRANT PARK—Two large rooms and kitch- 
enette, bath, porches; adults; $37.50. MAin 
-J. 


1559 PEACHTREE, N. W. 
large and all outside 

rooms, most desirable location on Peach- 
tree street, facing intersection of Spring 
street; apartments of 4 to 9 rooms. See 
janitor or phone WAlInut 3015. , 


THE COLONIAL—East North avenue, be- 
tween Peachtree and Juniper streets. Per- 
fect light and ventilation, 5 large rooms 
and sun parlor or sleeping perch. Delight- 
fully comfortable summer and winter. Spe- 
cial confidential inducements will be offered 
to extra desirable lessee. References re- 
quired, Phone owner, HEmlock 0392-W. 
George M. Traylor. 
“THE Apartments Fitzhugh,” 
tree road, near Andrews drive, just com- 
pleted, & roows and open porch each, large 
a. Ao Atlanta’ s finest homes. 
TZHUGH KNOX & SONS 
800 sachs Bldg. WaAlnnt #047 


131 FORREST AVE.. N. E. 
RIDLEY COURT, FIREPROOF. 
Two to five rooms: porches, garages. 
Well maintained. WAlnut 7416. 


434-A HIGHLAND AVE.- 
kitchenette. hath, $21.50, 

HEmlock 4589-W. 

1124 VIRGINIA AVE.—New 3 or 4-room 
apartment, private bath, furnace heat, 

every . convenience. $45; see this today or 

phone HEmlock 6097-W. 


—-. we 


PALLAS APTS. 
EXCEPTIONALLY 


2788 Peach- 


Three rooms, 
near Boulevard. 


— le 


— . -—— —ee - 


Apartments Fur. or Untu.. 75 


PONCE DE LEON AVE., 246—Apartment 4: 
3-room apartment; summer rates. Call 
WAlnut 7009. ‘ 


TWO, 3 and 4-room 
tive, reasonable; front 
rest avenue. 


Houses for Rent, Unfurnished 77A 


BEAUTIFUL 10-room 2-story residence re- 
duced to $50 per month. WAlInut 5620, 


apartments, attrac- 
For- 


porch. 824 


LARGE, clean room, 
keeping, $4 week. 
Ss. W. 
MAIN 
enette, 
tance. 
NORTH SIDE—Two cool 
rooms, all conveniences, reanosable. 
nut 3743. 
PRYOR StT., 8S. W., 
ing rooms for rent. 
SLEEPING porch, dining room, kitchenette 
with sink. 316 Forrest. WAlnut 3556. 
THREE housckeeping rooms, ga- 
rage, 766 Brookline, 8: W, 
hot and cold 
DEarborn 


furnished, for house- 
Call at 154 Rawson, 


clean room and kitch- 
walking dis- 


4854-W—Cool, 
newly done over, 


connecting front 
WaAl- 


768—Light housekeep- 
MAdison 5602-R, 


furnished 
lights, water, 
THREE cool connecting rooms, 
water, conveniences, garage. 
345°. WW. 
TWO unfurnished or furnished rooms with 
er witheut board. WEst 1297-J 
TWO rooms and kitchenette with sink. ” Con- 
venient to bath. 173 Pine street, N. E. 
TWO OR THREE housekeeping rooms, all 
conveniences, 707 Erin avenue, 8&8 W. 
WEst 3748-W 
468 SOUTH PRYOR—Room and kitchenette: 
_all conveniences, $3.50 week. MAin 3084-J. 
$17 PARK S8T., 8. W.—Room and kitchen- 
ette; all conveniences: garage. WEst 1116, 
$0 SPRING ST.—Fronting Biltmore. sincle 
room, also room with kitchenette. Adults. 


Housekeeping Rooms, Unfur. 70 


LARGE room and kitchenette. porch, heat. 
ow water furnished, $20. HEmiock 
76 


PEACHTREE, 498—Furnished or unfur- 
nished rooms, kitchenettes, garage. HUnt- 

ley 7765-J. 

TWO or 3 rooms, 
Park: adults only. 


230 GLEN ST., 8S. W.—Three rooms. bath, 
conveniences, $15 month. IVy 8391. 


all 1; See Inman 


Vy j 


445 WHITEHALL TERRACE—Three rooms, 
all conveniences, $12.50. WaAlnut 3640. 


820. SPRING ST.—Fronting Biltmore, single 
room. also room with kitchenette. Adults. 
Wanted—Rooms and Board 73 


ROOM end beard in private home on north 
side by two sisters. Address D-373, Con- 


stitution. 


COOPER ST... 566—Seven rooms, two bathe 
suit two families, cheap rent. 


EAST POINT—Seven-room house, two baths, 

garage, servants’ quarters. corner lot, 
plenty room, paved streets, near car line, 
newly painted and refinished inside. 224 
East Cleveland avenue. Phone FAirfax 1483 
or WEst 2442, 


VIVE, 6 and 7-room new brick houses in 
__ best section. WEst 1405-J. 


SPECIAL—Brand new  6-room 
Adair Park Close to school and 
gronnd. $60 month. WAlnut 7710. 


S-ROOM, 2-story. modern, $60.00. 
North arenue, N. BE. HEm. 4048. 


110 CARTER AVE. (East Lake). 
~~ to buy, 15 months at $50 

414 

344 “STERLING ST, Inman Park—j-room 
bungalow, $45: wear stores and. schools, 

key next door. See this. Call) HEmlock 1918 

or WAlnut 9953. 


ae -* Ra \ eee ietaraltieeee: ROOMS. 


bungalow. 
play- 


1089 


with “op- 
W Alnut 


HEMLOCK 


ee 


Office Space for Reat 738A 


HAVE one-half office in Grant Bldg., with 

partition and reception room makina strict- 
ly private. alsc stenographic services. Tele- 
phone, ete. Call WAlnut 4497. 


NORRIS BLDG.—Offices, $30 and $35 per 
month, including heat and light. Bowie 
Martin, Inc., Agent, 207 Norris building. 


PETERS BUILDING, at Five Pointa, neatly 
furnished office fronting Peachtree street. 
Apply 610-11. 


OFFICES—A few desirabie offices, single or 

en suite, in the Candler building, Candler 
annex and Forsyth building: convenient to 
pestoffice, financia) center and retail) dis 
tract. Asa G. Candler, inc., 1702-07 Can- 
dier Bidg. WAinut 3970. 


OFFICE space and show room. Spring street 
at Noth avenue, 619 Spring street. 


SECOND floor, 734 Ivy street, single or ex or en 
suite, $15 month. HEmiock 4040. 


“THE CENTER OF CONVENIENCE” 
SUITES or single offices, arranged to suit 
your particular needs. Call WA. 1671. 
ATLANTA NATIONAL BANK BUILDING. 
“The Center of Convenience’’ 


Suburban for Rent 80 


FIVE 


ROOM rottage and acreage, ji mile 
k 128g. 


of car. Call HEmilec 


HOLTSINGER-LUMMUS AUCTION CO. 
304 Forsyth yth Bldg. WaAlnut 9595. 


SMYTH ‘BROS... real estate auction c¢om- 
_ pany. Pp. 0. I Box 1612. BEmiock 6229. 


~~ ‘POND. WORSHAM AUCTION CO. 
629 Candler Ride. WaAlnuat 1000 


CLASSIFIED DISPLAY 


Real Estate. 


LAKEMONT, GA., on Lake Rabun, furnish- 
ed bungalow, private wharf, large shady 
lot. Owner, WAlInut 2678, 417 101 Bays. 


You Are Welcome to 
Mitchell’s Mountain Ranecb Hotel. 
Helen. Georgia. 


Wented to Kent vy) 


WANT three-room furnished 
Grant park section. Call 
IVy 8805, Sunday MAin 1714-J. 


WANTED—Two or three room furnished 
apartment, not close in. Address D-374, 


Constitution. 
REAL ESTA. E FOR SALE JUST one block off car line. Price 
reduced to $7,500—$500 cash, bal- 
R ance like rent, buys this beautiful 
f-room brick, with all built-in fea-° 
tures. Corner lot GO0x200, covered 
with beautiful trees. Has everything 
to make a home complete. Call 
owner, DE. 0656-J. 


apartment, 
Mrs. George, 


OUT PEACHTREE RD. 


Brokers in Real Estate 
ADAMS-CATES CO. 
204 Grant Bidz. WAlout 6477 


A, GRAVES sells bouses, lotes, income prop- 
erty and farms, 55 Auburn avenue, 


ATLANTA “RUST COMPANY—Real estate 
department. Atianta Trust Co. Bidg. 


BURDETT REALTY CO.—We negotiate any 
kind of real estate problems. 


GUARANTEED BOND & MORTGAGE CO 
Kents, Leases, Sales and Finance, 
Wynne-Claughton Bldg. WAlnat 00U6 


HAROLD McKENZIE CO. 

Bldg. Lobby WAI. 3199-2829 
M. L. THROWER. 

Thrower Bidg. WaAinut O16 

MERCHANTS & MECHANICS BANK — 2 


MORNINGSIDE BARGAIN 
$7,230—8350 cash, $35 month buss 

a new 6-room, steam heated brick 
bungalow on an east front lot. Full 
daylight basement, very conventent- 
ly Saceeace Will sell quick—so don't 
walt, " 


CLYDE L. TURNER CO. 


322 Healey Bldg. Realtors WA. 6007 


Healey 


A McKenzie Model Home 
1107 McLynn Ave., N. E. 


OPEN for inspection afternoon and 

evenings. Let us help you plan 
and build your home. We have hun- 
dreds of plans to select from, ne 
charge for plans, 


There is satisfaction in owning 
“McKenzie Built Homes” 


Harold McKenzie Co. 


Healey Bidg. Lobby WAI. 3199-2820 


SPECIAL SALE 
NOW ON 


Call Us for Prices. 


28-30 Ivy S&t.. 8. E., 
Ivy St. Gar. Bldg. 


A DREAM REALIZED 


ANSLEY PARK, Peachtree side— 

The most beautiful small home we 
have ever offered. Designed by ar- 
chitect of renown. Full of person- 
ality and character. All reoms wun- 
usually large. Contains three bed- 
rooms, two tile baths and other ac- 
commodations. The rear is a mass 
of artistically arranged flowers. 
Owner wants an immediate sale and 
has given us a price much below re- 
production cost. Must be seen to ap- 
preciate, Call FE. P. Ansley, WA. 
06386 or HEm. 2614. 


Rankin-Whitten Realty Co. 


1— 1926 — 


tires. 


Sedan, balloon 
$3 
tires, 
new paint. new 
tires, overhauled 
throughout, runs like new.... 
1—1926 Coupe, A-1 condition.. 
1—19826 Coupe, A- *. condition, 
balloon tires .. 


11924 clean job.. 


Clyde Langford Used Car 


Piedmont and Edgewood 
WE TRADE EASY TERMS 


North Porsytb street. WAlnut 1600. 


NUITING, J. R. & CO.—1001 Georgia £19. 
ings Bank Bldg. 


WAlnut 0156. 
RANKIN-WRITIYEN CO.—Real egtate and 
rents, 5] North Forsyth, WAlou 


0636. 
SHARP & BOYLSTON. 
26 26 Luckie St. WAlnnt 


$250 Cash—$25 Mo. 


ALMOST new 5-room furnace heated 
brick bungalow. on a level, shaded 
lot, in Inman Park, near cars, stores, 
Junior High and grammar schools. 
If sold this week will take $5,500. 


CLYDE L. TURNER CO. 


22 Healey Bidg. Realtors WA. 6007 


2030 


ike . WINDHAM, INC, ; 
418 Wynne-Claughton Bidz. W Alnnt 2287 


TURMAN-BROWN CO. — 210 Georgia 8. 
ings Bank Bidg. WAlnut 4274 


WEYMAN & CONNORS. 
Sales Leases Loaus 
58 Martetta 8&t. 


Farms and Lands for Sale 83 


FARM LAND SPECIALIST—Thos. W. Jack- 
son, 1008 Fourth National bank building. 


NICE nearby farm in DeKalb, fronting on 

recently finished top soil, Orphan Home 
road, 50 acres, 35 acres open cultivation. 
fine creek and pasture, good oor little 
house: worth $5,000; will sell $2.800. Now 
say something. ‘Thos. 8S. Harper, Ww Al, 5134, 
1Vy 7565. 


Kentals 
WAlnut 2162. 


Loans on Automobiles 


Loans on Automobiles 


And refinancing balance owing op 
car.. on easier terms, 
24 HOUR SERVICE 
Easy parking arrangement 
Fulton Industrial Corp. 
Suite 608 Atlanta Nat. Bank Bldg. 


——— - +--+ 


he Loans on Personal 


Property. 


Houses for Sale 


BEAUTIFUL $9,000 seven-room Bee ogy 2 
on McLendon near Little Five Points re- 
duced to $5,000, $750 cash, This is strict- | OOANS ON lA me ND 
ly modern. Must be sold at once. E, L. Linredeemed Pied 
Harling, WAlnut 5620. , 
BOULEVARD PARK-—Sacrifice 7-room +e M \ Y E3 he JS. Ine. » 8 
bungalow, 1056 Bonlevard, N. First 19’. Prac een a 
loan $5,300 due in 5 years, Will accept ¢ PRAC HTREE Upstau 
$3,000 eash for equity, or sell on terms 
of $1,000 cash and $2,500 in $50 monthly 
notes. (Call Mr. Luttrell, WEst 0200. 
DECATUR—A large, modern, six-room bun- 
galow, an extra good value, $5,000; may 
he had with complete furnishings if dc- 
sired. Owner, DEarborn 1479-J. 


ee 


HOME , BUILDERS—Atlanta Realty ¢ & Con- 
struction company, Healey building. IV» 
318 
HOPKINS bungalows are different. P. B. 
Hopkins & Son. Palmer Bldg. 
NORTH SIDE brick bungalow: 
rage, $6,500. Terms. 58S. Bennett, 
nut 1511. 
SIX-ROOM frame, 
It’s cheap. To inspect call 
terfield, WAlnut 6401. wALY) 
SIX-RQOM frame bangalow on East Lake 
drive, for sale by owners. Business phone 
WAlnut 4006; residence, WAlnut 1938. a 
W. D BEATIE~—Homes without loans. 302 
101 building. Marietta street. WAlput confidential. Leans on furniture 
2811. and indorsed notes. : 
Security Industrial Corporation 
201 Peters Bidg. WAlnut 2077 


$4,950— : ; 


I’avable as follows, assume loan §3.,- 
. MONEY TO LOAN 


500, 7 per cent; $450 cash, $1,000 
and pianos— 


, 


Loans on Real Estate 


Funds on deposit for 
FIRST AND SECOND : 


Straight—Monthly—Keducible 


MORTGAGE LOANS 
Immediate Action 
Oberdorfer Insurance 


Agency, Inc. 
311 Grant Bidg. 


— 


drive: ga- 
WAl- 


WAl. 3686 


for 85,500. 
Knox Por- 


north side, 


Loans up to $300 @ 34% 


.Financial Assistance 


PROMPT, courteous and _ strictly 


in monthly notes of $25 each, 7 per 
cent. Nice 5-room brick, all mod- 
ern improvements, including drive, 
fence and garage. No. 188 Nor- 
wood avenue. One block of Kirkwood 
achool. John D. Muldrew. WaAlnut 
4145. or nights, LVy 3774. 


90 furniture 
See us for prompt service. 
Seaboard Security Co., 


Inc. 
Bidg. Phome WAIL. 19%s 


$5,950. 250 Arcade 


‘TION, 


Druid Hills Section 
1279 Stillwood Drive 


Open For Inspection 
From 3 Until 6 


IF YOU want a real home rou will 

have to see this to appreciate its 
value and location. It has spacious 
living room, 3 large bedrooms, 2 full 
tile baths. Lot 60x174 with double 
gdrage. Drive out. Mr. Wessinger 
will receive you. 


Atlanta Realty & 
Const. Co. 


Lobby Healey Bldg. IVy 3180 
‘It's Easy To Own Your Home’”’ 


BEAUTIFUL HOME 


ON. prominent theroughfare, six 

rooms and breakfast. 2 baths. large 
daylight basement. Granite founda- 
tion. Attractive price. Call Mr. 
Dolvia, WAI. 3585. 


IDEAL LOCATION 


ON beautiful Stillwood Drive and 

Rosedale Road splendid lots 55 to 
70 feet frontage, priced from $1,850 
to $2.750. Due to the unusually hich 
elevation of this property practically 
all lots afford a splendid view of 
surrounding territory and most of 
ihem are covered with large shade 
trees. Choice lets are selling fast 
and this property is rapidly being 
built up. Now is the time to inves- 
tigate. We are prepared to offer 
very unusual terms to home-builders 
or contractors. Let us show you 
these lots and explain our. financing 
plan. 


F. P. & GEO. J. MORRIS 


76-78 Pryor St., WN. E. WAl. 6438 
; 


‘26 CHRYSLER 58 


ROADSTER 
Good =o 
seat. 


shape 


1926 BUICK MASTER 6 
SEDAN 


Uriginal paint like new, 
very little by one owner. 
A look will convince you. 


1926 CHRYSLER 70 
ROADSTER 


Rumble seat, new tires, mechani- 
eally 0. K 


forms hee a coe — ay $800 


1928 CHEVROLET 


SEDAN 
Driven few hundred miles, seat 
covers, and special paint job. We 
are offering this car at a real 
saving. 


‘26 PONTIAC COACH 
or n ow 
aan r aeehesiae 0.x ‘ $450 
’26 PONTIAC COUPE 
$450 


Looks and runs good. A 
like 


driven 


$825 


little business 


‘26 NASH COACH 


Good rubber, original 
new. A 
bargain 


342 Peachtree St. 
IVy 3328 


paint, 


1088 Amsterdam Ave. 


NEW seven-room brick home, 

beautifully decorated, every 
convenience, large storage attic 
and full cement basement. Nice 
lot with drive and garage. Has 
54% loan. Bargain for quick 
sale. Go through this and phone 
owner, HEmlock 2103. 


VIRGINIA-HIGHLAND SE 


REDUCED from $6,750. Small cash pay- 


ment, balance like rent, truly a give 


away. Owner, WAlnut 2749. 


Lots tor Sale 85 


ANDREWS DRIVE—Lot 200x400, bargain 
at $14,000. C. L. 


Greene, WAlnut 4309. 
AVONDALE ESTATES. OFFICE ON TUE 
PROPERT Y. 


PHONE DEARBORN 3700. 


investment Property 85A 


DESIRABLE 4-unit apartment, one door 

from Ponce de Leon in rapidly developing 
section. Consistent income $3,600 per year. 
rice $25.000. Loans $14,000: terms, Ad- 
dress owner, C-160, Constitution. 


LOANS 
Up to $300 


REPAYABLE nnder our easy 

monthly repayment plan on fur- 
niture, pianos, automobiles and in- 
dorsed notes, etc., at a legal inter- 
est rate. 


BUSINESS CONFIDENTIAL 
Southern Security Co., Inc. 


204-7 Atl. Nat. Bk. Bldg. WAI. 0664 


BURNS DRIVE 

SYLVAN HILLS, built fer a 

home, has five rooms an} 
breakfast room, nice lot with 
double garage. Must sell at 
once; terms $500 cash, balance 
easy. Phone owner, HEmlock 
2103. 


FOR investment property, shore and moun- 
tain land call H. V. Mulkey, WEst 3227-J 


19% FOURTH WARD—Eight new duplexes. 
best buy in city. Conyers, WAlnut 4071. 


Property tor Cc'cred 86 


IRWIN—Between Hilliard and Jackson, 8 
rooms, no loan. Henderson, IVy 203. 


LOOK—Brick veneer, 982 Beckwith. 
FRAME—732 Simpson. Bargains. 
WAlnut 2649—WEsct 4068-W. ARNOLD. 


LOOK! Brick. veneer, 992 Beckwith: frame 
732 Simpson; Bargaios. WAlnut 2649. 
W Est 4063, W. Arnold. 


SEV EN-ROOM dwelling, Howell near High- 
land, large lot. John Allen, IVy 2769. 


lo Exchange Reali Estete 88 


CLEAR LOT on Morgan St.,. just off Boule- 
vard to trade for automobile. 314 Georgia 
Savings Bank Bldg. 


Wanted—Rea! Estate 89 


COUNTRY home with conveniences and 
some land in exchange for equity in At- 

lanta income property. Owner, C-170, Con- 

stitution. 

TURN your real estate into cash by listing 
it with us. Hale-LaFontaine, WAlnut 2687. 


WANTED—Approximately 50 acres fdjoin- 
ing Atlanta. preferably on north ¢ide or 
adjacent to ‘‘live’’ 


industrial section. This 
ground must be suitable for sub-division— 
will deal with owners only. Address D-276. 
Constitution. 


LOANS 


ON AUTOMOBILES. furnitnre and 
indorsed sotes: prompt service; 
legal rates. 


Southland Loan & Investment 
ee 


Oo. 
205-6 Forsyth Building—WAinut 4239 


Buy a Home, Have the 
TITLE Guaranteed and 


Insured by 


Atlania. Title & Trust Co. 
15 E. Alabama St. 


565 


LOANS UP TO $300 
To Husband and Wife 


No Indorsers—No Publicity 


Lawful Interest. No Other Charges. 


LOANS ARE MADE for a tong time 
with small monthiy payment, witb 
the privilege of paying larger per- 
ment or in full aft any time. Every 
dollar paid op loan reduces the in- 

terest coset 
‘A Different Kind 
Company” 


POPULAR FINANCE 
CORPORATION 


ROOM 208. SECOND FLOOR 
84 PEACHTREE STREET 
Telephone WAlout 6295-6-7 


eof « Leas 


REAL VALUE 
NO LOAN 


6-ROOM bungalow on Gra- 

ham street, east front cor- 
ner, level lot and fenced in 
for chickens or garden, near 
car line and stores. Small 
cash payment, balance same 
as rent. NO LOAN to as- 
sume. Call Mr. Settle for ap- 
pointment. 


W. D. BEATIE 


Room 305 101 Marietta St. 
WAlInut 2811. 


5-pass. Sedan, A-1.. 


~ Loans Up to $300 at 31% 


CLASSIFIED DISPLAY 
Merchandise 


PAINTS 


Certain-teed’s Weather Shield 
All Colors 
$1.85 Per Gallon 
ROOFING 


fhree-Ply. Slate-Surfaced—complete 
$1.85 Per Roll 


JACOBS’ SALES CO. 


45-47 Decatur St. WaAlout 2576 


UMMER MONEY NEEDS 


SPRING ST. 
mobile Pledge 
protection for used automo 
ya aa cach Certified 
Soden ccsssccees SOMO 
Toute <..\cs0s. S040 
oe et 
=e 
model, new finish.. DSTO 
reDuceed.... 9400 
we apebtor 2. 9008 
aren Sea 
Studebaker Big Six $77 5 
med $775 
Hupmobile Club $3 4 5 
Sade sciaksc> DAG 
ore 
Oldsmobile ’24 $1 4 5 
Semtieycriks: Gane 
Chrysler ’27 hes 
Sele ras -siew SOND 
Louth <+ivzs.c0: Se 
Flint 25-55 $2 50 2 
Yarbrough 
Motor Co. 
565 Spring St. 


Studebaker’s Used Auto- 
bile buyers. Thirty days’ guar- 
Chevrolet Sedan, ’26, 

Nash 4-door Advanced Coupe, 
es ae 

Touring ....+; $39 
Sedan 

Phagte® ...ccedes $775 
Brougham *reewee 

HEmlock 5142-5143 
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CITIES ARE FOUND 


New Orleans, July 3.—(United 
News.) —Discovery of three ancient 
cities in the heart of Central America 
was announced today by John Erdic 


‘Thompson, head of an archaeological] 


expedition of the Field Museum, 


; | ment, Garbage Cans. 


Chicago. 


Thompson, who stopped here on his 


way to Chicago from the scene of the 
explorations, said the first of the three 
cities was found after three weeks o 
work, : 

“This place was inhabited by emer- 
ald green birds,” Thompson said, “so 
we named it Chalpichic, which means 


“City of Emerald Toucanetts.’ ” 


The cities were found on the west 
coast of British Honduras, near the 
Guatemala frontier, and excavations 
Started in them at once, but the ex- 
pedition was forced to abandon its 


work because of the scarcity of fresh | 
re- 


water. Thompson said he would 
turn early next year. 


Thompson was the only white man | 


in the expedition, The other members 
were Maya Indians. He said he would 
make a complete report on his find- 
ings when he arrives in Chicago. 


FINAL RITES HELD 
FOR AUTO VICTIM 


Funeral services for W. D. Green, 
820 Briarcliff road, who died Mon- 
day morning at a private hospital after 
having been struck down Sunday night 
by an automobile, were held Tuesday 
morning from the Druid Hills Baptist 
church. The Rey. F. C. MeConnell 
officiated and interment was in West 
View. 


--—- —_— — 
ar a 
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| the 
i pany. Interment will be in Hollywood ceme- 


SEVERAL GASOLINE 
TANKS EXPLODE, 
KILLING 2 PERSONS 


Minot, N. D., July 3.—()—Two 
persons are believed to have been kill- 
ed and two others were s¢riously in- 
jured here this afternoon as a result 
of an explosion of several gasoline 
tanks at International Oil company 
station. : 

Fire which followed the explosion 
still was raging this afternoon and 
threatened several buildings after de- 
stroying the plant of the Minot Dis- 


tributing company. 
Mortuary ‘) 


F, M. LAWSON. 
74, 


Funeral services for F. M. 
who died early Tuesday morning at the 
residence, 1224 McLendon avenue, will be 
held Wednesday afternoon from the First 
Methodist church of Flovilla. laterment will 
be in Sandy Creek cemetery, He is sur- 
vived by his widow: a sister, Miss Lula 
Lawson, of Forsyth, and a niece, Mrs. tf. 
J. Franklin, of Barnesville. 


Lawson, 


HERMAN EDMONDSON. 

Funeral services for Herman VU. Edmond- 
aon, who died Monday at the residence, 
lzv South Washington street, College Dark, 
were held Tuesday afternoon from the 
First Methodist chureh of College Park. 
The Rev. H. C. Emory officiated and in- 
terment was in College Park cemetery. 


W. A. BUCHANAN. 

Funeral services for W. A. Buchanan, 
who died Sunday in an automobile en route 
to Grady hospital, will be held at 2:30 
o'clock this afternoon the Emanuel 
Baptist church. The Rev. J. P. Glore will 
officiate and interment will be in College 
Park cemetery. 


from 


ANDREW J. PORTER. 

Funeral services for Andrew J. 
60, of 457 Piedmont avenue, who 
Monday night at a private hospital, 
be held at 9:30 o'clock this morning 
chapel of Blanchard Brothers’ 


Porter, 
died 
will 
front 
(om- 
tery. He is survived by his widow. 


— — —_—_— -—-- —-— 


DOING *NE THING WELL 


For more than forty years we have been making genuine 
Steel Engraved Stationery. 
Call WAlInut 1145 for Salesman 


J. P. STEVENS ENGRAVING CO., 103 Peachtree St., Atlanta, Ga. 


Bring Your Prescriptions to Us and Save Money 


Your glasses need adjustment every few weeks to be kept well- 
centered. Come to us for adjustments frequently, for which we 


make no charges. 


Jno. L. Moore & Sons 


' Glasses as Low as $5 Complete 


118 Peachtree St. 


Piedmont Hotel Bldg. 


We close Saturdays at 1 p. m., during June, July and August. 


i etenaniaiie 
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10 
MONTHS 
TO PAY 


Shingles right over it. 


J. A. FISCHER 
79 Ivy Street—WA. 8519 


FOR A LEAK- 


Don’t destroy your old roof. 
Quickly applied—and guaranteed. 
Either of these contractors will do the work well and rea- 
sonably—with ten months to pay. j 


JOHNSON ROOFING CO. 
425 Connally Bldg.—WA. 9429 


PROOF ROOF 


ASFALTSLATE 
HINGLES 


Put on Carey Asfaltslaic 


M. C. CREASON 
Hapeville—FAirfax 2223-W 


Until the soot 


and could be if 


fuel were used. 


tention than coal. 
of the details. 


tJhen Atlanta | 
Comes Clean 


which pour from the chimneys of 
residences, apartments and public 
buildings is eliminated, Atlanta will 
not be the clean city she ought to 


Semet-Solvay Coke 
“The CLEAN Fuel’ 

The nuisance can be abated quickly, 
permanently and economically by the 
use of SEMET-SOLVAY COKE, which 
produces no soot, gives abundant heat, 
is not expensive and requires less at- 


Randall Bros., inc. 
Walnut 4714 


and black smoke 


only the proper 


eee - 


Phone us for more 


FOR SALE 


Flat newsprint paper suitable 
for small publishers and job 
printers. The price is right. 


P.0. Box 1731, Atlanta, Ga. 


Screen Doors, Screen 
Windows, House Paint, 
Tents, Camp Equip- 


i 
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» 


| 


FUNERAL RITES TODAY | 


FOR STEVE MCURDY 


Decatur, Ga., July 3.—(Special.)— 
J. Steve McCurdy, one of the leading 
bankers of the state and prominent 
citizen of Stone Mountain, died late 
Monday night at his home. He had 
been ill for more than a year but 
had only been confined to his bed for 
a few weeks. 

Funeral services will be held Wed- 
nesday afternoon at 3 o'clock from the 
residence of his brother, Dr. W. 1. 
McCurdy, and interment wiil be iu 
the Stone Mountain cemetery. ‘The 
following nephews of Mr. McCurdy 
will act as pallbearers: John Steve 
McCurdy, Willis McCurdy, James Mc- 
Curdy, John Dean Wells, Dr. Robert 
F. Wells, Steve Wells, Jessie Haynie, 
William Haynie and John Randolph 
Haynie. 

Mr. McCurdy was 62 years old and 
had spent practically all of his liie in 
Stone Mountain, the place of uis birth, 
He was the son of the late Juizge 
John W. McCurdy and Sara. Carter 
McCurdy, members of pioneer ano 
widely conuected Georgia families 

He was one of the founder. of the 
Granite bank and had been iis presi- 
dent since its organization. Mr. Me- 
Curéy always took an active part in 
all civic and county affairs and was 
an outstanding citizen. He had a wide 
acquaintar.ce throughout the state. 

Mr. McCurdy was a member of the 
Stone Mountain Masonie lodge, No. 
449, and was a member of Yaarab 
temple. 

He is survived by one sister, Miss 
Dorothy McCurdy, and one brother 
Dr. W. T. McCurdy, besides many 
nieces, nephews, grandnieces and 
grandnephews. 


CANNON GOES AREAD 
WITH PARTY SABOTAGE 


Raleigh, N. C., July 3.—(4)—Bish- 
dbp James Cannon, Jr., of the Meth- 
odist Episcopal Church, South, issued 
a statement tonight in which he said 
the conference he had called at Ashe- 
ville, N. C., was not a convention, but 
was a “conference of a limited num- 
ber of invited persons,” called to- 
gether for organizing” for the elec- 
tion of dry democratic senatorial, 
congressional and state officials and 
for the defeat of the wet Tammany 
candidate, Governor Smith.” 

Bishop Cannon was here today to 
see Josephus Daniels, who has refus- 
ed to attend the conference and an- 
nounced his intention of supporting 
Governor Smith. 

Bishop Cannon's statement: “In 
accordance with a statement made at 
Houston a conference will be held at 
Asheville, N. C., beginning July 18 
It is to be noted that the gathering 
is not a muss meeting or a convention 
but ‘a conference to be held to or- 
ganize for the election of dry demo- 
cratic senatorial, congressional anil 
state officials, and for the defeat of 
the wet Tammany candidate, Governor 
Smith, for the presidency! 

“The conference is not intended to 
be and is not expected to be an open 
meeting, but is to be composed of a 
limited number of persons invited to 
take part in the conference, to or- 
gsanize the southern states for the pur- 
pose indicated. The conference will 
be composed entirely of democrats who 
will work for the election of the dry 
dlemocratic,* senatorial, congressional 
and state candidate, but who, in view 
of the fact that Governor Smith has 
by his telegram to the convention made 
the prohibition question the outstand- 
ing issue in the campaign, will en- 
deavor to do everything that is right 
and proper to defeat Governor Smith.” 


FAMOUS CAROLINA 


HUSTELRY IS RAZED) 


a 


Raleigh, N. C€., 


| olina’s most venerable and _ historie 


| of their property. 
| wife of the manager, was trapped by 
; smoke 


| and six years, where the trio was res- 
| cued 


| the 


subleased 


learned tonight but the Grimes com- | 
Dany 
tected. 


floor gf the hotel building had their | a 
stocks badly damaged by water and | 


smoke. 


hostelries, tonight was a smoldering 
shell, gutted by fire. 

Flames, believed to have originated 
from defective electrical machinery 
that threw“ spark into the grease of 
elevator shaft, swept the hotel 
this afternoon, causing almost com- 
plete loss of the building and furnish- 
ings, estimated roughly at $200,000. 

The fire was discbvered about 1:30 
o'clock and all guests quickly reached 
safety, although some of them lost part 
Mrs. R. C. Powell, 


and flames in her third-floor 
apartment, but made her way to a 
window overlooking Fayetteville street 
with her two children. aged six months 


_by firemen using the 
ments ladder equipment. 
The hotel building was owned by 


the Grimes Realty company, Raleigh, 


depart- 


and was leased to the Bland Griffin 


Ilotel Operating company. who had 

it to W. F. Somers. The 
urnishings belonged to the Bland Grif- 
iin company and to Somers. Together | 
they had $42,500 insurance, which 
will cover their Joss. Insurance ecar- 


riel on the building could not be | 


is understood to be fully pro-| 


| 
Several stores occupying the lower | 


July 5.—(?)—The | 
| Yarborough House, one of North Car- 


MAYOR WALKER VISITS 
IN LOS ANGELES 


Los Angeles, July 3.—(4#)—Mayor 
James "). Walker, of New York city, 
wus here today—only for a rest and 
some pleasure, he says. He refused to 
talk polities. 

The executive, visibly tired, but still 
able to display his famous smile for a 
battery of cameramen, arrived last 
night from Houston, Texas, where he 
attended the democratic national con- 
vention. 

.“I don’t want to say a single word 
about polities,” declared the magor, 
“until after Governor Smith has made 
his speech of acceptance. 

“Of course I am tickled to death that 
Governor Smith was nominated. Noth- 
ing could have pleased more.” 

Polities will be forgotten for severa. 
days, as will formal gatherings calling 
for the appearaace of the mayor. 

“I haven't been in Los Angeles for 
several years and 1 am going to get a 
sood rest and have a little pleasure,” 
he said. “I know a number of motion 
picture folk out Hollywood way and I 
hope to renew a lot of acquaintances 
while here. I can’t do that and talk 
politics too.” 

Mayor Walker said he was not on a 
time schedule and had no idea when he 
would leave Los Angeles. 


EMPLOYEE KILLED, 
BIG DAMAGE DONE 
IN OIL CO. FIRE 


Syracuse, N. Y., July 3.—()—One 


employee was killed, another serious- 
lv burned and gasoline, oil and equip- 
ment to the value of $100,000 were 
destroyed in an explosion and fire 
which swept the yards of the Sun Oil 
company early today. 

Ilenry Kappesser, 19 years old, of 
Cicero, was killed. James Kanaley. 
G5, who was with Kappesser, was se- 
riously burned. He escaped from the 
vard after the explosion and, his cloth- 
ing in flames, turned in the alarm. 

Eight storage tanks containing 100,- 
000 gallons of gasoline and 10,000 
gallons of oil were burned along with 
several .buildings. The fire was 
brought under control at 1:50 a.m. 


RUSSIAN CRITIC 
OF THE SOVIET 
FOUND MURDERED 


Kishinev, Rumania, July-5.—(#)— 
The murder of Ivan Jacobovitch, edi- 
tor of a Russian monarchist newspa- 
per, was believed by police today to 
have resulted from a scathing attack 
on the soviet published by the paper. 

Jacobovitch was found murdered in 
his bed, and police suspect another 
Russian who lived in the same house. 
and who has fled toward Russia. 


Governor Richards 
Says South Carolina 
Will Support Smith 


Columbia, S C.. July 3.—A)—As- 
surance of South Carolina's adherence 
to the democratic candidates for the 
presidency and vice presizcacy and her 


+MeGurn, of the Capone faction, 


** 
7. 


Chicago, July 3.—(4)}—The volcano! 
of underworld warfare today sent 


forth rumblings of impending erup- 
tion. 


Police heard, yet they could not 
predict where the guns, still warm 


with the blood of big Tim Murphy, 
would strike. 

The word was around that Al Ca- 
pone was back. 

“It’s Capone 
‘mobs’,” was 
heard. 

There was evidence that the “beer 
racket,’ quiescent for months be- 
cause gambling offered swifter and 
greater vreturns, was being revived. 
Police explain that the war for con- 
trol of beer selling privileges is be- 
tween those aligned with Capone on 
the one hand and with Joe Saltis on 
the other. 

Three Capone men have been shot 
down within recent weeks. One of 
them was big Tim Murphy, police 
said. John Olivieri, known as a Ca- 
pone lieutenant, was assassinated a 
month ago. An associate, Joe Sala- 
mone, went down with him. Jack 


is 


other 


against the 
police 


the whisper 


recovering from wounds resulting 
from three successive attempts on his 


life. Edward (Spike) O'Donnell, an- 
other who opposed attempts to make 
Joe Saltis the controlling power in 
beer selling, reported to police last 


week that he had been the object of’ 


a gun attack near his home. 

Yesterday unofficial word reached 
police that an attempt had been made 
to kill Saltis. The police themselves 
have been looking for Saltis ever since 
the United States supreme court up 
held a conviction under which he was 
sentenced to jail for carrying conceal 
ed weapons. 

The slaying in New York Sunday 
night of Frank Uale was seen as hav- 
ing a direct connection with the trou 
ble existing in Chicago gang circles. 
Uale at first was regarded as a Ca- 
pone ally, but police now say he had 
broken with the Chicago gang leader 
and may have been aligned with Ca- 
pone’s enemies, 


Satilla Bridge. 


Washington, July 3.—(?)—The war 
department today approved plans for 
the construction of a bridge across 
the Satilla river near Burnt Fork, 
Ga., by the county commissioners of 
Charlton county, Georgia. 


ceived good value. 


business-like terms can be arranged. 


Healey Bldg. 


A SMALL BUSINESS HOME 


During the past few months it has been our pleasure to sell two business 
concerns a home in the semi-central business district; in each case they re- 


We now offer a two-story building, less than four blocks from Five Points, 
in good condition, and having over 2,500 square feet; price $12,500; no loan ; 


ADAIR REALTY & LOAN CO. 


Realtors 


WA. 0100 


Inquiries 


58 Marietta St. 


MORTGAGE LOANS 
514G to 8% 


on all classes of 


ATLANTA REAL ESTATE 


Solicited 


WEYMAN & CONNORS 


(Established in 1890) 


WAlnut 2162 


Printers 


| 
| 
7 
| 
| 
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PRINTING 


A satisfied customer is our best advertisement. 


loote & davies co. 


“Five Seconds from Five Points” 
Lithographers 


Engravers 


acceptance of the choice of the Hous- 
ton convention was expressed by Gov- 
ernor John G. Richards on his return 
to his office today. 

The governor, who arrived home 
from Houston late vesterday, said that 
any attempted bolt “will be discoun- 
tenanced by the people of the state, as 
it should be.” 

“The result oc the national demo- 
cratic convention at Houston was the 
expression of the democratic party of 
the nation,’’ said Governor Richards, 
“and South Carolina, true to her dem- 
ocratie principles, will of course re- 
main regular. I feel sure that there 
will he no effort to bolt the regular 
nomination, but should there be any 
such movement, it will be discounte- 
nanced by the people of the state, as it 
should be.” 


LAST SERVICES HELD 
FOR DR. W. J. BLALOCK 


Funeral services for Dr. William J. 


Blalock, prominent Atlanta banker, 
who died Sunday at a private hospital, 
were held Tuesday afternoon from the 
residence of his nephew, Colonel F. 
W. Blalock, on Argonne drive. 

The Rev. Hendree Harrison offi- 
ciated and interment was in West 
View. 


ARMY’S SECRETARY 
DIES IN NEW YORK. 


The death in New York of Colone) 
Gustave S. Reinhardsen, national fi- 
nancial secretary of the Salvation 
Army, was reported Tuesday at 
southern territorial headquarters of 
the army here Colonel Reinhardsen | 
had been stricken with spinal menin- | 
vitis. He was closely associated in 
the army's work for many years with 
Commissioner William A. MelIntyre 
and Colonel Alfred A. Chandler. com- 
mander and chief secretary of the 
southern territory. 


NOTICE. 


T will not he responsible for any debts | 
by anyone other than mvself, 
Cc. V. CHANDLER. 

4tl Atwood St... § 


Ww. 


A PINT 


OR A 


JE’ F Ff | 
p } jh > | ia ~ 


To repaint your home, to give your walls a 


new finish, to make an 


the Peaslee-Gaulbert finish designed for that 
You can’t buy better. 


especial purpose. 


Just call Campbell’s—IVy 5000—and say 
“CHARGE IT!” 


Campbell Coal Co. 


Convenient Parking 


Lowest Commission Charges for 


5i% and 6% 
Real Estate Loans 


Additional funds provided as a second 
mortgage when desired 


HAAS & HOWELL 


Haas-Howell Bidg. 


Phone WA. 3111 


Chicago Police Hear 


:: UNDERWORLD LEADERS TO FIGHT FOR CONTROL 


Big Gang War Impends 


C --.- > Nétices =) 


UNDERWOOD—Funeral service for 
Mr. W. L. Underwood will be held 
this (Wednesday) morning at 10 
o'clock from the graveside in Green- 
wood cemetery: Harry G. Poole, fu- 
neral director. 


McCURDY—The friends and rela- 
tives of Mr. J. Steve McCurdy, Dr. W. 
T. McCurdy and Miss Dorothy Me- 
Curdy, of Stone Mountain, are invited 
to attend the funeral of Mr. J. Steve 
McCurdy Wednesday July 4, 1928, at 
3 p. m., from the residence of Dr. W. 
T. McCurdy. Rev. E. G. Thomas will 
officiate. Interment Stone Mountain 
cemetery. Perry A. Bridges, funeral 
director. 


PORTER—tThe friends and relatives 
of Mrs. Edith Porter of Atlanta, Ga., 
are invited to attend the funeral of 
MR. ANTHONY JOSEPI! PORTER 
this (Wednesday) mornins at the 
funeral home of Blanchard Bros., 1088 
Peachtree street, N. EE. at 9:30 
o'clock. Father Cassidy will offici- 
ate. Interment Hollywood cemetery. 
Paul T. Denehoo in charge. a 


CROFT—The friends of Mr. and 
Mrs. C. I, Croft and family, Mr. and 
Mrs. O. G. Croft and Mrs. M. J. 
Miller are invited to attend the fu- 
neral of Margaret, young daughter of 
Mr. and Mrs. C. I. Croft, this (Wed- 
nesday) afternoon, July 4, 1928, at 2 
o'clock, from the residence on Centra! 
avenue, Egan, Ga. Rev. J. C. Alver- 
son will officiate. Interment in Ma- 
son’s churchyard. A. C. Hemperiey & 
Sons, funeral directears. 


SMITH—Mr. Carl C. Smith, of 611 
Dunlap street, East Point, died Tues- 
day night at a local hospital in his 
O4th year. Besides His wife, Mrs. Ida 
Smith, he is survived by six sisters, 
Mrs. D. L. MeCurrey, East Point, 
Ga.; Mrs. M. J. Cross, Mrs. M. J. 
Cambel, Ocala, Tex.; Mrs. Faunie Ray 
and Velma Ray, QOtosea. Tex.; Mrs. 
Dean Cross, Wichita. Kan.: three 
brothers, Mr. J. H.. Smith. Mr. R. L. 
Smith and Mr. W. B. Smith, of Otos- 
ea, Tex. Funeral arrangements will 
be announced later by Awtry & 
Lowndes, 


LAWSON—Died Tuesday morning, 
July 3, 1928, at the residence, 1224 
McLendon avenue, N. E., Mr. F. M. 
Lawson, in his 75th year. He is sur- 
vived by his wife: sister, Miss Lula 
Lawson, Forsyth, Ga., and niece, Mrs. 
T. J. Franklin, Barnesville, Ga. The 
remains will be taken via Southern 
railroad at 7:05 o'clock Wednesday 
morning to Flovilla, Ga., where {fu- 
neral services will be held at the Meth- 
odist ehurch at 11:30 o’clock. Rev. 
R. L. Russell will officiate. Interment 
will be in Sandy Creek cemetery. 
H. M. Patterson & Son. 


Ed. Bond & Condon Co. 


Funeral Directors 
Ambulance Lady Attendant 
125 Ivy Street, NWN. E. WAlnut 1768 


LOANS ON 


320-321 ATLANTA TRUST 
J. G. BURCKHARDT, JR., President 


INDORSEMENTS 


No investigation fee, or other expenses. 


SOUTHERN SAVINGS AND INVESTMENT CO. 


$100 to $1,500 


Loaned to individuals and busi- 

ness or professional persons wio 

can furnish satisfactory indorsers. 
Interest 8% a ear, 


Loans closed promptly. 


CO, BLDG. WaAlnut 3300 
J. B. DICKEY, Secretary-Treasurer 


a 


Mortgage Loans 


—- 


514% to 6% 


Loans negotiated with or 


INSU RANCE———MORTGAGE 


On Improved Real Estate in Atlanta and Vicinity 


without annual reduction 


Dickey-Mangham Co. 


LOANS———SURETY BONDS 


57-3-527 Grant Building, Telephones WAlnut 1541-2-3 


306 McGlawn-Bowen Bldg. 


PURCHASE MONEY NOTES BOUGHT 
Second Mortgage Loans Made 
Prompt Service 


WOOLFORD REALTY COMPANY 


WAlnut 5457 


| 506 to 520 Connally Bldg. 


" Vb ARRANLE YOUR MESSACE 


PRIVATE LOANS 


On Diamonds, Watches and Jewelry 


WwW. M. LEWIS & CO. 
4TH FLOOR PETERS BLDG. | 
aera ne TT 
Albert Howell E Hugh Howell 


Arthur Heyman W. P. Bloodworth 
Mark Bolding Herman Heyman 


HOWELL, HEYMAN & BOLDING 
Lawyers 


Atlanta, Ga. 


Eusanks ManTec 
& Tite Company 
_ MANTELS\ ~~ 

TILE FLOORS and WALLS 


Peachtree Steet 
Atlanta, Ga. 


? 


W. B. Smith, Inc.—Mortgage Loans 


Business and Residence Loans, 54 to 6°%-—Second and Monthly Loans 
35 Walton Street—Ground Floor Healey Bldg.—WaAlnut 8381 


Edw. Richardson, C. P. A. 


> © 
g Ce Jeo 


W. C. Jackson, C. TP. A. 


RICHARDSON, JACKSON & DAVIS 


Certified Public Accountants 
MEMBERS AMERICAN INSTITUTE OF ACCOUNTANTS 


1421-1425 Atlanta Trust Co. Bldg. 


kL. kL. Davia, GC Fi A. 


Atlanta, Ga. 


SINCE ose 


old table look new, order 


240 Marietta St._ 


i 


REAL ESTATE LOANS 


614% and 7% 


HUBERT M. RYLEE LAW OFFICES 
1104-1105 Citizens & Sou. Bank Bldg. See Miss Wofford in Office 


NO 
COMMISSIONS 


FIRST MORTGAGE LOANS 53% AND 6% 


We Also Make Second Mortgage Loans and Buy Purchase Money Notes 
MERCHANTS & MECHANICS BANKING & LOAN CO. 


Grant Bidg., Forsyth St. 


WaAlnut 2945 


For seventeen years we have been 


Loaning Hundreds to 
Thousands on Personal 


Indorsements 
In amounts from $100 to $5,000 at 8% 


~ 


Investigate the Plan 


interest per year 
Loans Closed Promptly 


THE MORRIS PLAN COMPANY OF ATLANTA 
66 PRYOR STREET, N. E. 
“The Second Morris Plan Company in America’ 


BANKRUPT SALE. 

Pursuant to an order of the Referee in 
tankruptey, the undersigned will offer for 
sale on July 6 at 10 o’clock a, ™., an Ac 
eount against A. H. Bailey, Sr.. in the sum 
of £34.056.92. Said account being a_ part 
of the assets of Bailey & Company, Bank- 


ane NOAH J. STONF, 

Trustee in Bankruptcy, for Bailey & Com- 
pany, 1145 Hort Building, WAlnut 4335. 

J. L. HARGROVE, 

Attorney for ‘Trustee, 

WaAlnut 0972, 

"03 Chamber of Commerce Bidz. 


Stockholders’ Meeting 


The annual meeting of the Stockholders 
of the Central Bank Block Association will 
be held Tuesday, July 10, 1928, at 11 
o’clock a. m. at its office at 512 Healey 

ing, Atlanta, Georgia. 
— SANDERS McDANIEL, President; 
HUGH M. SCOTT, Secretary. 


< Funeral Notices 5 
BUCHANAN—The friends of Mr. 
and Mrs. W. A. Buchanan, Rev. and 
Mrs. Amos Evans, Mr. and Mrs, Walt 
Coit, Mr. and Mrs. Robert Quinn and 
Mr. and Mrs. Ed Bearden are invited 
to attend the funeral of Mr. W. A. 
Buchanan this (Wednesday) after- 
noon at 2:30 o'clock from the Im- 
manuel Baptist church. Rev. J. P. 
Glore will officiate. Interment will 
be in Greenwood cemetery. The fol- 
lowiny gentlemen will please act as 
pallbearers and meet at the residence, 
325 Orange street, at 1:45 o'clock - 
Mr. R. A. Dempsey, Mr. Charlie 
Dunn, Mr. John Pharr, Mr. Casey 
Jones, Mr. Jake Chaffin and Mr. J. 


(©. Jackson. Harry G. Poole, funeral 
director. 


ENGLISH—Mrs. Harriett Carpenter 
English died Tuesday afternodh at 
the residence, 124 Avery street. Dec:- 
tur. She is survived by two sons, 
W illiam English, Jr., and Pinkie Dean 
English; parents, Mr. and Mrs. Pink 
Carpenter; two brothers, Mr. P. (. 
Carpenter and Mr. W. §&. Carpenter, 
Demorest, Ga.: three sisters, Mrs. .J. 
M. Ayers, Atlanta, Miss Pearl Car- 
penter and Mrs. E. D. Milling, Deca- 
tur. Funeral services will be con- 
ducted this (Wednesday) afternoon 
at 2:30 o'clock at the chapel of A. S. 
Turner. Rev. A. J. Moncrief will 
— Interment in Decatur ceme- 
ery. 


BOLSIUS—Friends and relatives of 
Mr. and Mrs. Victor A. Bolsius. Miss 
Mildred Rose Bolsius, Mr. and Mrs. 
Theodore Arrowwood, of Smyrna: 
Mrs, and Mrs. C. F. Searratt and 
family, of Atlanta, are invited to ut- 
tend the funeral services of Master 
Victor A. Bolsius, Jr... 8-months-old 
son of Mr. and Mrs. V. A. Bolsius, 
this afternoon at 2 o’clock from Saint 
Joseph’s Catholie church. Marietta. 
Father Emmerth officiating. Inter- 
ment will be in the National cemetery, 
Marietta. The pallbearers will be se- 
lected from the student body of Marist 
college and will please meet at the 
residence in Smyrna at 1 p.m. Joln 
S. Dobbins & Sons, funeral directors. 
Marietta, Ga. 


BELL—tThe friends of Mrs. Mary 
Emma Bell, Mr. and Mrs. J. W. Bell. 
Mr. Elmo Bell, Mr. and Mrs. C. P. 
Bell, Mr. and Mrs. R. FE. Bell. Mr. 
and Mrs. J. B. Quinn, Mr. and Mrs. 
J. A. Mahoney. of Akron, Ohio, Mr. 
and Mrs. C. T. Browning, Mr. and 
Mrs. C. H. Russey, Mr. and Mrs. W. 
E. Schell, Miss Irene Bell. Mr. A. 
W. Mehaffer and Mr. and Mrs. J. H. 
Duffy, of Mobile, Ala., are invited ‘o 
attend the funeral of Mrs. Marv 
Emma Bell tomorrow (Thursday) 
morning at 10 o’clock from St. An- 
thony’s church. Father H. F. Clark 
will officiate. Interment Hill Crest 
cemetery. J. Austin Dillon Co., fu- 
neral directors, in charge. 


HILL—Friends and relatives of Miss 
Emma Bell Hill, Mr. J. H. Hill, Mrs. 
H. A. Baldwin, of Smyrna; Mr. and 
Mrs. R. M. Daniell, of Dewees, Fla.: 
Mr. and Mrs. Talmadge Edwards, of 
Atlanta; Mr. Joe Hill, Mr. and Mrs. 
Walter Hill. of Dallas, Texas: Mr. 
James Hill, Mr. and Mrs. Grady Hill 
and Mr. and Mrs. Willie Hill, of At- 
lanta, are invited to attend the fu- 
-neral of Miss Emma Bell Hill ym 
Thursday morning, July 5. at 11 
o'clock from the First Baptist church, 
Smyrna, Rev. Gresham officiating. In- 
terment will be in West View ceme- 
tery, Atlanta. Mr. Walter Clay, Mr. 
John Clay, Mr. Henry Baldwin, Mr. 
Jake Baldwin; Mr. Mack Dunton and 
Mr. Robert Baldwip are requested to 
serve as pallbearers and will please 
meet at the residence of Mrs. H. A. 
Baldwin, near Smyrna, at 10:50 
a. m. John 8S. Dobbins & Sons, fu- 
neral directors, Marietta, Ga. 


(COLORED) 
JACKSON—Mr. Alonza Jackson. of 
lll., who died July 2, 1928, 
sent here for interment. 
arrangements will be = an- 
nounced later. Cox Bros., funeral 
directors. 


HIOLMES—tThe remains of Mrs. Anna 
Ilolmes, who died at a local sanitarium 
July 1, 1928, will be carried to Monti- 
cello, Ga., this (Wednesday) morning 
at 6 o'cloek via Georgia railroad. Cox 
Bros., funeral directors. 


MARTIN—Mrs. Frances Martin, who 
passed away at the residence Tuesias 
morning, July 3. 1928, at 946 West 
Ilunter street. leaves two daughters. 
Mrs. Lillie Maddox and Miss Susie 
Turner. Funeral arangements will be 
announced later. Cox Bros., funers:l 
directors. 


SMITH—tThe friends and relatives 
of Mr. Will Smith and Mrs. Fannie 
Mae Smith are invited to attend the 
funeral of Mr. Will Smith Thursday 
afternoon, July 5, 1928, at 2 o'clock 
at Anna York Holiness church, Edge- 
wood, Ga. The Right Rev. Mrs. Lena 
Jackson will officiate. Interment in 
Washington Park cemetery. James ©, 
Chandler in charge. 


CRUMP—tThe friends and relatives 
of Mrs. Estella Crump, Mrs. Cather- 
ine Johnson,-Mrs. Mary Fordson ani 
Mrs. A. T. Smith, of Cleveland, Obio. 
are invited te attend the funeral ©! 
Mrs. Estella Crump Thursday morn- 
ing, July 5, 1928, at 11 o'clock at 
China Grove Baptist church. Rev. |]. 
Tanner will officiate. Interment in 
South View cemetery. James C. 
Chandler in eharge. 


POST—The relatives and friends of 
Mr. Joseph Post, Mrs. Willie Post, 
Misses Josephine, Helen and Virgini> 
Post, Mrs. Alice Post, Mr. and Mrs. 
J. T. Sharpe, Mr. George Murray, Mr. 
and Mrs. Turner Murray, Mr. and 
Mrs. Mose Murray, of Grantville, Ga. ; 
Mr. and Mrs. J. H. Leslie, of Dayton. 
Ohio: Mr. and Mrs. Harry Billups, of 
Cleveland. Ohio, are wvited to atterd 
the funeral of Mr. Joseph Lost Thurs- 
dav afternoon, July 5. 1928, at 1 
o'clock, from Warren Chapel M. PF. 
church, Rey. J. W. Moore and Lev. 
©. H. Stanton officiating. Interment 
in South View cemetery. Elite :dze 
No, 302 F. & A. M., will have 


charge ‘of the body. Cox Bros., fu- 


neral directors. 


-_--——_—_—_- 


204 Candler Bidg. 


MORTGAGE LOANS 


first mortgages up to ten years from 54% to 7% interest. 
repayment loans from one to ten years. Second mortgages on resi- 
dences, apartments and business property from one to five years. 


DUNLAP AND COMPANY 


Monthly 


WA. 3460-61-62 


At 6% and 7% on Improved Real 


¥F. W. Patterson, V. P. 


WAlnut 2240 


FIRST MORTGAGES 
MORTGAGE BOND & TRUST COMPANY 


Cc. J. Lewis, 


Estate in Atlanta and Suburbs. 


M. RB. McClatchey, V. P. 
47 N. Broad St. 


Pres, 


Also First and 
LEOPOLD J. 


1109 Fourth National Bank Bldg. 


First Mortgage Loans at 53%, 6%, 63%, 7% 
ATLANTA AND DECATUR REAL ESTATE 

° RIODS OF" FIVE SEVEN EN 
erg se Mortgages repayable in monthly installments 


HAAS & HAAS 


rtment p es 
T 
Ey. ARTHUR 


Phones: WAlnut 5208-5209 


> 


Moving to 180 Whitehall St 


We must reduce our stock 


before we move. 


‘ 


ee ee Oe RE 


About 
= Aug. 15 


THE ARMY STORE, 89 ALABAMA ST., 


——_____,_ (DUCKETT & CO., OWNERS 


JUST JOFF. WHITEHALL 


Ls 


Ss. W. 


ST. 


Final Big Reductions on Everything 


We must reduce our stock 


before we move. ; 


Luggage, Tarpaulins, 
Work Clothes, Boots, 
Shoes, etc.; Cots, 
Chairs, etc.; Military 
Supplies. 


RRR TEES, ON MEN BE ACIP Roan rR 


